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This book is intended for the general student. Accordingly 
I have avoided, as far as possible, symbolical reasoning of all 
kinds. Also, where the science has become an art, I have 
not pursued the subject into details, unless the art favourably 
illustrate the science. 

Because the book is not a history of discovery, I have 
omitted men's names wherever I could. 

The illustrations are not drawn to scale. They are of such 
proportion and simplicity as may best show principles. 

Based upon the notes of the lectures which I have given 
4) during the last six years to mining students and science 
^ teachers, I hope the book may be useful to a larger public. 



FREDERICK Guthrie. 
London, November 1875, 
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MAGNETISM AND ELECTRICITY. 



BOOK I. 

FRICTIONAL OR STATIC ELECTRICITY. 



CHAPTER I. 
ATTRACTION AND REPULSION. 

1, TherK are certain substances which, aft^r being i*ubbed 
by other substances, are found to have, and to retain for 
some time, the power of attracting and being attracted by 
every substance in its ordinary state. Such power of attrac- 
tion is said to be due to electricity; the bodies rubbed are 
said to be electrized ; to be electric; to be electrically excited, 
or simply to be excited. 

2. During such development of electricity by friction, the 
bodies rubbed together need not be, and in many cases are 
not, sensibly rubbed away; so that the appearance of elec- 
tricity under such circumstances may be compared to the 
appearance of heat by friction. There is, however, this notable 
distinction between the development of frictional heat and 
frictional electricity. Heat appears whenever two bodies, 
like or unlike, ai-e rubbed together; and the quantity of heat 
produced is dii'ectly proportional to the labour employed 
(work done) in overcoming the friction. For the production 
of frictional electricity there must be some dijfterence, consti- 
tutional (chemical), structural, or thermal, between the sur- 
faces of the bodies rubbed together. An increase in the 
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friction, and the work done in overcoming it, by no means 
cause an increase in the quantity of the electricity finally 
presented — often, indeed, the reverse. And, further, the same 
amount of labour being expended, the quantity of the elec- 
tricity varies greatly with the nature of the substances used. 

5. It seems that whenever any two unlike surfaces whatever 
are rubbed together, or brought into contact and separated, a 
certain quantity of electricity is manifested. But such gene- 
ralization must necessarily depend upon analogy, extended 
from the observation of the immense number and variety of 
the instances in which electricity is thus produced, and 
generally supported by the fact that it may be matter of 
extreme difficulty to detect electricity in many cases. 

4. With regard to the alternative in Art. 3, between rub- 
bing and approach and withdrawal, it may be pointed out 
that rubbing is, in fact, the successive approach and with- 
drawal of the parts of the two bodies concerned. When one 
surface slides rectilineally over another, every point of each 
has been at least in contact with an entire line of the other, 
and not with only one point, as is the case when the two are 
simply put together and pulled apart without sliding. 

6. Although, as above stated, electricity generally, perhaps 
universally, accompanies friction between unlike bodies, this 
universality has only been suspected, roughly speaking, within 
the last hundred years. It was at first supposed to be 
peculiar to amber (rubbed on the dry hand or wool), which 
substance has given its name to the science. The reason why 
the electrical condition of other rubbed bodies was overlooked 
is, because bodies having weight must have material support 
connecting them with the earth, and because the majority of 
substances, whether used as exciters of electricity or as 
supports for excited bodies, allow the electricity to travel 
freely over their surfaces and through their substance so 
nimbly that, after electrical excitement, they are presently 
again in the same state as the earth itself. In other words, 
the electricity escapes from them, over them, and through 
them, to the earth, and becomes thus quickly lost to all means 
of detection. 

6. It becomes, therefore, essential, if we wish to examine 
the electrical condition of bodies, to find substances to servo 



ATTRACTION AND REPULSION. 11 

as their supports which do not allow, or only slowly allow, 
the electricity to pass through. Such substances are called 
non-conductors, or imperfect conductors; and a body, electri- 
fied or not, which is supported by such a substance, is said to 
be insulated or isolated. The subject of conduction will be 
specially studied in Arts. 18-20. But, even at starting, it will 
be well to bear in mind the few following facts, on account of 
their importance in the experiments shortly to be described. 
"Water conducts frictional electricity with great readiness. 
The inappreciably thin film of water which covers most sub- 
stances in the ordinary state of the air, is sufficient to connect 
electrically excited bodies supported on such substances 
with the earth, and so allow their electricity to escape. The 
solid substances most frequently used as isolators are glass, 
silk, shell-lac, sulphur, vulcanized caoutchouc, and ebonite, all 
of which must be strictly dry. Glass, when used as an iso- 
lator, is generally heated and covered with shell-lac varnish.* 
Besinous substances, such as shell-lac, do not condense mois- 
ture from the air, so that the glass surface is thus kept dry 
by contact with tSe shell-lac, and no film of water is formed 
upon the lac. Owing to this disturbing influence of the 
moisture of the air, all experiments in frictional electricity 
succeed best in frosty weather, when the air is at its dryest; 
and electrical apparatus should, in all cases before use, be 
warmed a few degrees above the atmospheric temperature. For 
this purpose they may be placed between a screen and a brisk 
open fire. 

7. Attraction between an Electrified and an ITnelectrifled 

Body. — If we turn a round-bottomed two-ounce flask upside 
down, and put its neck into the neck of a wine bottle, and 
balance upon the round surface of the flask a wooden lath 
about three feet long, we have (fig. 1) an easy and excellent 
means of exhibiting electric attraction. Thus, a lump of 
amber, rubbed on warm flannel, and held near either end of 
the lath, will draw it round. The same effect is produced 
by bringing near to the lath a sheet of brown packing-paper, 
which, having been held before the fire till it is scorching 
Iiot, has been briskly brushed with a clothes brush of hogs* 
bristles; or by a strip of gutta-percha which has been drawn 

* See Appendix, I. 
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lightly between two dry fingers; or by a silk ribbon which 
has been drawn from end to end between two fingers armed 
with two pieces of vulcanized caoutchouc tubing; or by a 
sheet of thin writing paper which has been rubbed on a hot, 
dry board with a piece of bottle caoutchouc; or by a film of 
collodion* wliich has been drawn between the dry fingera; or 
by a warm, dry glass tube which has been rubbed with an 
amalgam of mercury, zinc, and tin,t spread upon a eilk 
cushion; or by sealing-wax which has been rubbed with 
flannel ; or by a stick of sulphur which has been rubbed with 



Pig. 1. 

flannel. Further, the nature of the non-electrified body may 
be varied indefinitely. Thus, the electrified amber, brown 
paper, etc, attract fragments of gold leaf, bran, feathers, etc. 
The thin writing paper and silk ribbon may be so strongly 
electrified as to cling to the wall; while the glass tube, sul- 
phur, and sealing-wax may become so strongly electric as to 
set in motion, from a distance of two or three inches, empty 
egg-shells, rolls of paper a foot in diameter, etc. In short, if 
any substance whatever, which is not electrified , be hung by a 
slendei" thread, it will be drawn out of the vertical by any of 
the above-mentioned substances when they are electrically 
excited; and this will occur whether the non-elcctrifled body 
be electrically isolated or not; that ia, it maybe hung by silk 
thread, whereby it is isolated, or by a cotton one, whereby it 
forms, electrically speaking, a part of the earth. 

8. Attraction and BepnlBion between Electrified Bodies. 

•—In order to examine the mechanical behaviour of two eleo- 

* See Appendix, II. f Sea Appendix, lU. 



ATTBACTION AND REPULSION. 



13 



trified bodies towards one another, one of them must be free 
to move, and be supported by some isolating material. The 
latter condition is advantageous in all cases, and manifestly 
essential, if the electrified movable body be a conductor. If 
the electrified body held in the hand be a conductor, the hand 
must be furnished with a non-conducting material, such as 
a sheet of vulcanized caoutchouc. Simple and convenient 
forms of isolating supports are shown in figs. 2 and 3. In 




Fig. 2. 





Fig. 4. 




Fig. 3. 

fig. 2 a bar of electrified matter is placed in a silk-covered 
wire stirrup, and hung by a thin silk tape. In ^g. 3 a 
dry wine bottle, having its neck varnished with shell-lac, 
carries a cork, through which is thrust, point upwards, a 
darning needle, A little glass conical cap,* which is fastened 

* See Appendix, IV, 
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to the object balanced, rests upon the needle's point. If the 
balanced body be sulphur or wax, the glass cap can be thrust 
into it on the end of a thick, hot wire. If the substance be 
infusible, a hole is drilled through, and the cap is cemented 
on. If the balanced electrified body be glass, it may consist 
of a wide tube closed at both ends, and having an indentation 
in the middle to receive the needle point. * 

9. In the experiments described in Art. 7, we observed 
that in all cases attraction ensued; and although there was a 
considerable difference in the amount of attraction exhibited 
by the various substances, yet we appeared to be dealing with 
the same force throughout. If now we rub a stick of sealing- 
wax with flannel, and place it on the stirrup, as in ^g, 2, or 
on the needle-point, as in fig. 3, we find, of course, that either 
end of it is attracted by wood, feathers, egg-shells, our own 
bodies, sealing-wax, glass, and, in fact, by all non-electrified 
bodies. If, further, we bring near it a tube of glass which 
has been rubbed with amalgamed silk, we find that the two 
attract one another with greater force than if the glass had 
not been rubbed. Finally, if we bring near the excited wax 
another piece of wax similarly excited with flannel, we find 
the movable wax violently driven away, or repelled. Pur- 
suing the experiment further, we find that sulphur when 
rubbed with fiannel also repels sealing-wax rubbed with 
flannel. If we place excited glass in the stirrup, we shall 
find it to be attracted by all unelectrified bodies : to be still 
more strongly attracted by wax rubbed with fiannel, but to 
be repelled by glass similarly excited to itself (by amalgam, 
on silk), and to be repelled by writing paper rubbed with 
caoutchouc. Hence it is generally concluded that the elec- 
tricity of sealing-wax rubbed with flannel is of a different 
kind to that of the glass rubbed with the amalgamed silk; 
for the first attracte, the second repels, glass excited by 
amalgamed silk; and the first repels, and the second at- 
tracts, sealing-wax rubbed with fiannel, thus : 

Sealing-wax reuela Sealing-wax 

(rubbed with flannel) ^ (rubbed with flannel) 

Glass reneb ^^^ 

(rubbed with amalgamed silk) ^ (rubbed with amalgamed silk). 

* See Appendix, V. 
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This is explained, or rather expressed, by the following 
hypothesis : — ^There are two kinds of electricity, of which that 
of the excited glass and that of the excited wax may be taken 
as representatives, and which may be called vitreous and 
resinous respectively. Electricities of like kind (or name) 
repel one another, electricities of unlike kind or name 
attract one another, and also each attracts neutral electricity; 
or, what comes nearly to the same thing, bodies similarly elec- 
trified repel, bodies dissimilarly electrified attract one another. 
The relation which the attraction of an electrified body to an 
oppositely electrified one bears to the attraction between an 
electrified body and a neutral one will appear in Art. 30, et 
seq., under the head of Induction, 

10. We may here, as always, assume, without any risk of 
error, that like actions with like materials will always pro- 
duce like results : that one piece of sulphur rubbed with one 
piece of flannel will be in the same electric state as a second 
piece of sulphur rubbed with a second piece of flannel. Thus, 
returning to Art. 7, we shall find that two pieces of amber 
excited with flannel repel one another. Two sheets of brown 
paper excited by the clothes brush repel. If the silk ribbon, 
after excitement with vulcanized caoutchouc, be held in the 
middle, the two ends will repel one another. If the sheet of 
thin note paper, after excitement with the bottle caoutchouc, 
be cut into strips as it lies clinging upon the hot board, and 
be gathered together at one end and lifted from the board, the 
strips will start asunder. Collodion, excited by the fingers and 
hung by a thread, is repelled by similarly excited collodion. 

Finally, if we compare the different substances above 
mentioned, when electrified, with one another, and arrange 
those which repel one another in two vertical columns, in 
such a manner that each substance repels all those in its own 
column (and is, therefore, similarly electrified with them), 
but attracts those in the other column, we get experimentally 
the following result : — 

(Rubbed with) 1. 2. (Rubbed with) 

Amalgam on Silk, . . Glasa Sealing-wax, . . Flannel 

Bottle Caouchouc, . . Paper Sulphur, . . . Flannel 

Vulcanized Caouchouc, . SiVc Collodion, . . . Fingers 

Brown Paper, . Hog's Bristles 

Amber, .... Flannel 
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11. The electricity in the glass, paper, and silk, excited as 
above, was at one time called vitreous, glass being taken as 
the representative substance. The electricity of the substances 
of the second column was called resinous, because amber and 
sealing-wax (which should consist mainly of shell-lac) are 
resinous bodies. 

12. The tenns vitreous and resinous are now scarcely used; 
for it was soon found that the kind of electricity developed 
on a body depends quite as much upon the nature of the body 
with which it is rubbed as upon its own nature. Thus, while 
glass rubbed with silk or amalgamed silk is vitreously electri- 
fied, when rubbed with flannel it becomes resinously electri- 
fied; and even some resins, when rubbed with cotton, become 
vitreously excited. 

13. Positive and Negative. — Instead of the terms vitreous 

and resinous, it is now usual to use the terms positive and 

negative respectively, or. their corresponding symbols, + and 

-. The reason for the use of these terms, conveying, as 

they do, a definite relation in kind, is derived from the follow- 
ing facts and considerations : — If two unelectrified bodies, A 
and B, are rubbed together, and, after separation, one of them, 

A, is found to be charged with one kind of electricity, the 
other, B, is invariably found to be charged with the other 
kind. Not only so, but, as far as one can measure, the quan- 
tities of the two kinds are equal. Thus, each will attract a 
third neutral body, C, with the same mechanical force when 
at the same distance from it. And if the two bodies, A and 

B, be left together after rubbing, or be brought together 
after separation, they will have together no joint mechanical 
effect upon C (see Art. 25). The two kinds of electricity 
neutralize one another's effects, and are in so far related to 
one another, like the operations of addition and subtraction 
of equal quantities. Further, if one body. A, be strongly 
charged with one kind, and another, B, be less strongly 
charged with the other kind, the two when brought together 
will have a joint effect upon a third, in kind that of the most 
powerful. A, in quantity that of their difference, A - B. Just 
as in most cases of terrestrial mechanics, we may consider the 
earth to be at rest; so the earth and bodies in good electric 
connection with the earth, or such as b^^ve recently been so, 
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are considered electrically neutral. Not in the sense of having 
no electricity of either kind, but as having the two kinds 
in the same proportion as they exist in the earth itself, and, 
therefore, being no more attracted than repelled electrically 
by terrestrial objects. We may, in fact, conceive the two 
electricities to be related to one another in something the 
same manner as the two elements of common salt— chlorine 
and sodium — which, when united in certain proportion, 
produce a neutral salt, whose union is attended not by a 
destruction of either element, but by a balancing of their 
chemical activities. When two dissimilar electrically neutral 
substances are rubbed together, it is usual to suppose that 
the neutral electricity at their common surface is decomposed; 
and when the two substances are separated, an excess of one 
kind of electricity is found upon the one, and an exactly 
equivalent quantity of the other kind upon the other sub- 
stance (see Art. 25.) 

14. It need scarcely be remarked that the word " negative" 
is used in English in two distinct senses. In one sense it 
expresses the absence or lack of a thing, in the other a direc- 
tion to subtract. The assertion of the existence of a negative 
quantity in the sense of a quantity less than nothing, either of 
matter or property, is a contradiction in terms, and is absurd. 
But the terms positive and negative, as applied to the two 
conditions of electrical state, are useful, in so far as they 
indicate the power which the two have of neutralizing one 
another's activity. 

15. If any two of the substances in the following list are 
rubbed together, the one nearest to the top of the list is found 
to be positive to the one below; that is, the upper one acquires 

+ , the lower are — electricity. Such a list, however, hsis 

only approximate exactness. Thus, the following metals 

become + electric when rubbed with flannel : bismuth, zinc, 

lead, copper, brass, silver, and silver amalgam ; the following 

become — with flannel : arsenic, antimonyj tin, iron, nickel, 

gold, platinum, and palladium. Indeed, in the case of the 

oxidizable metals, the electricity may be due to the friction 

between the metal and its oxide rubbed off*, and may be of a 

different kind from that between the clean metal and the 

rubber. 

9. B 



18 



MAGNETISM 


AND ELECTRICITY. 


+ 


+ 


Pur, 


— Cotton, 


Flannel, 




Silk, 


Ivory, 




The Hand, 


Quartz, 




Sulphur, 


Wood, 




Villcanized Caoutchouc, 


Shell-lac, 




Ebonite, 


Besin, 




Caoutchouc, ' 


Metals, 




Gutta Percha, 


Glass, 




— Gun-cotton (Collodion). 



16. Proof Plane. — For the detection of small quantities of 
electricity, the determination of their kind, and the examina- 
tion of the isolating or conducting powers of bodies, the proof 
plane and electroscope are of great use. The proof plane is 
made by sticking Aetal leaf or foil upon both sides of a piece 
of paper or cardboard, cutting put a circular or elliptic disk 
with smooth edges, and fastening it by a little melted shell-lac 
into a slit cut in the end of an ebonite penholder, or upon a 




varnislied glass rod or tube. The metal covering the disk 
being a good conductor, and the ebonite or glass a bad one, 
when the thin end is held in the hand and an electrified body 
touched with the disk, the latter immediately becomes charged 
with electricity which cannot escape along the ebonite; so 
that, on removing it from the body, we have at our disposal 
a sample of the electricity under examination. Such proof 
planes, when hung by silk or cotton in a wire stirrup (Art. 8), 
or supported upon a needle-point, may very conveniently be 
used as masses of movable electrified or neutral matter. An 
ebonite penholder thrust through a cork bung forms an excel- 
lent proof plane. 

17. Electroscope (Pith Ball and Gold Leaf).— The pith- 
ball electroscope consists of two balls of elder pith of the size 
of a pea, hung side by side on cotton threads fastened to a 
knob or plat/e, with which the body supposed to be electrified 
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is brought into contact. The wire connecting the knob with 
the cotton thread is coated with shell-lac, and passes through 
a plug of wood in Hie neck of a, bell-jar resting on a ■wooden 
stand (fig. 6). An electrified body brought into contact 
with the knob gives up a part of its electricity to the knob, 
and thence through the cotton threads to the pith balls, 
which, being therefore similarly electrified with one another, 
repel and diverge. The gold-leaf electroscope is baaed 
upon exactly the same principle. A circular brass plate A 
(fig. 7), having rounded edges, canies a stout brass wire E, 
cemented by shoU-lac into the glass tube 0, whidi passes 



Fig. 6. Fig. 7. Fig. 8. 

through the wooden cap D, fitted by a groove upon the 
top of the bell-jar F. The lower end of the wire carries a 
horizontal brasa cross-piece E, about an inch in length, flat- 
tened in a vertical plane, and very thin. Each side of E is 
smeared with a little strong gum, and laid upon the edge of 
a rectangular strip of gold leaf,* about 1 in. by 5 in. The 
leaves hang thus face touching face. On the inside of the 
bell-jar, opposite to one another, and each facing one of the 
gold leaves, are sometimes pasted two strips of tin-foil of such 
a height that they are touched by the leaves on the extreme 
• See Appendis, VL 
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divergence of the latter. These strips reach to the stand K, 
if it be of metal; or if it be of wood, they are horizontally pro- 
longed and carried over the edge to the earth. A shallow cup, 
I, contains quick-lime^ chloride of calcium, or strong sulphuric 
acid, to keep dry the inside of the jar. A very simple and 
efficient form of electroscope is made by bending a stout 
copper wire, as in Gg, 8, so as to form a horizontal ring A. 
The lower end B, bent into a shallow hook, is hammered 
flat to receive the gold leaves. The wire passes through a 
large hole f in. in diameter, in a disk of wood or metal C, in 
which it is fixed, and from which it is electrically isolated by 
abundance of shell-lac. The disk C is fastened by a little 
soft wax* upon the top of a flask of about 4 litres capacity. 
A little sulphuric acid may be placed in the flask; but, even 
without this, such an electroscope scarcely loses any of its 
charge in Ave minutes, and retains a considerable amount 
after the lapse of several hours. 

18. Conductors and Non-Conductors. — By the use of the 
electroscope, the relative conducting powers, or "conduc- 
tivities," of various substances have been determined; and 
the chief results may be easily verified. If, for instance, we 
fasten a dry silk thread, four or Rye yards long, to the top 
of the electroscope, and loop the other end round a glass 
tube, we find that, however the tube may be excited by 
rubbing it with amalgamed silk, the leaves remain at rest. 
Accordingly, silk is a non-conductor, and may be used as an 
isolating support. So, if we take a long thread of shell-lac, 
dry glass, ebonite, vulcanized caoutchouc, or of sulphur, and 
resting one end on the electroscope, touch the other with any 
excited substance, the leaves remain at rest. These substances 
are almost perfect non-conductors or isolators. If, on the 
contrary, any metallic wire be employed to connect the elec- 
troscope with the glass, the leaves diverge the instant the 
latter is excited, although the wire be exceedingly thin, and 
twenty or thirty yards in length. Again, if the silk thread 
employed in the first experiment be wetted, it will no longer 
isolate, but conduct with great ease, proving that water is a 
far better conductor than silk. 

The following list shows, approximately, the relative con- 

* See Appendix, VII. 
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ducting powers of various substances. The metals and some 
forms of carbon are so pre-eminent as conductors, that they 
may be considered as forming a class by themselves. The 
metals are the best, and paraffin the worst of conductors:^ 



Metals. 

Gas Coke. 

Graphite. 

Solutions of Hydrogen Salts. 

Solutions of Metallic Salts. 

Metallic Sulphides. 

Water 

Metallic Salts (soUd). 

Linen. 

Cotton. 

Hemp: 

Paper. 

Alcohol. * 

Ether. 

Dry Wood. 

Dry Ice. 

MetaUic Oxides. 



^Iceat -25°C. 
Fats and Oils. 
Caoutchouc. 
Gutta-percha. 

Dry Air, Gases, and Vapours. 
Wool. 
Ebonite. 
Diamond. 
Silk. 
Glass. 
Wax. 
Sulphur. 
Hesins. 
Amber. 
Shell-lac. 
Paraffin. 



It may be observed that the entire subject of conductivity 
for frictional or static elasticity, especially with regard to 
bodies which are not organised, and have a definite chemical 
constitution, such as the liquid and solid hydrocarbons, 
alcohols, acids, fats, ketones, etc., requires further examination. 
Bodies, whether natural or artificial, which have no constant 
^ composition, such as the resins, gutta-percha, or ebonite, 
necessarily vary in their insulating power; and the same 
is true with regard to organised bodies, such as cotton, silk, 
wool, and wood, and even with those which have chemico- 
mechanical (crystalline) structure, such as most solid elements, 
salts, and other definite chemical combinations. 

19. The moisture in the human body and on the skin 
makes it, in most circumstances, a good conductor. Hence 
all electrified substances when freely handled ai'e discharged, 
and good conductors instantly lose their electricity by mero 
momentary contact in one place with the fingers. To this 
is attributable the long oversight of many cases of electric 
excitement. 

20. The most usual form of isolators are stems of varnished 
glass, ebonite, sheets of vulcanized caoutchouc, sheets of 
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ebonite, or of vamished glass, stems and sticks of sealing- 
wax or shell-lac, sheets of paper soaked in paraffin, threads 
of cocoon (iindyed) silk, etc. Electric conductors, or con- 
nectors, are usually made of metallic rods, chains, or wires 
(thin copper wire). Bodies which are to serve as collectors 
or reservoirs of electricity (often called conductors), may be 
made of sheet brass, round-ended cylinders, or globes, or of 
wooden cylinders, or spheres covered with tin-foH,* supported 
on thick glass or ebonite stems. 




Fig. 9. 

31. Electrification by Contact. — When an electrified 
body is brought into contact with an unelectrified or neutral 
one, there is always, at the point of contact, a passage of 
electricity, of such a kind as to bring the two points of 
contact into the same electrical state. If one only of the 
Wo bodies be a good conductor, the establishment of similar 
electricities will be very limited in extent and small in 

quantity; but if both be good con- 
B ductors, the establishment of iden- 

®tical electrical state in the two will 
be perfect and immediate. Accord- 
ing to the generally adopted view 
when, say, a neutral proof plane 
;g touches a + ly electrified one, a cer- 

tain quantity of + electricity leaves 
the + ly electrified plaHe, and, at the 
same time, an equal quantity of - 
electricity leaves the neutral plane 
to enter the electrified one. These 
two quantities neutralise one another, and the result i% 

* See Appendix, VIIL ' 





Fig. 10. 
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that both bodies are ultimately left in the same state of 
+ excitement, less intense than that of the originally excited 
plane. Thus, let the matter A (fig. 10) be neutral, having 
an amount of electricity, which we may represent by, say, 
twenty arbitrary units, viz., 10 + and 10 •-. Let there be 
the same total quantity of electricity in B, but let this consist 
of 8 — and 12 + , thus having a balance of + 4. On contact, 
we may suppose B to lose 1 + and gain 1 - , and A to lose 
1 - and gain 1 + , the electric state of both being thus 
brought to + 2. 

It is clear that, conceiving as before a neutral body A 
(fig. 11) to be represented as having - 10 and + 10 electricities, 
we might suppose a + ly electrified one B to be represented 
by - 10 and +12, and we might suppose the equalization of 
the electric state of the two bodies to be due to the passage 
of + 1 from B to A. It must be 
remembered that there is no direct 
evidence to show that the latter sup- 
position is not the true one. We 
shall return to the consideration of 
this poiat in Chap. II., on Induc- 
tion; for the present let us consider 
that when a neutral proof plane is 
passed along an excited glass tube, 
it receives a certain amount of + , 
and gives up an equal amount of — 
electricity, by both of which it ^S* ^^' 

acquires an excess of + , and by both of which the charge on 
the glass is diminished. On bringing the so charged proof 
plane in contact with the top of the electroscope, precisely 
the same kind of interchange of electricities takes place, and 
the leaves diverge with + electricity. 

22. Testing Electricity by Contact. — By the electro- 
scope and proof plane, we have now the means of testing with 
what kind of electricity we are dealing in any case. Thus, 
suppose we wish to know whether the electricity of sulphur, 
which has been rubbed with flannel, is + or - , Excite a 
glass tube with amalgamed silk; move along the suzface of 
the tube the proof plane so as to ensure many points of con- 
tact with the tube : otherwise, the glass being a non-conductor, 
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the plane will be imperfectly charged. Touch the electro- 
scope with the proof plane, and the leaves will diverge with 
+ electricity. If, now, the proof plane be discharged by 
touching it with the fingers, and brought into contact as 
above with the sulphur rubbed with flannel, and then with 
the electroscope, three things may happen: (1) the leaves 
will partially collapse; (2) they will completely and exactly 
collapse; (3) they will collapse and again separate. If (2) 
takes place, it follows that after contact both the proof plane 
and electroscope are neutral; but since the electroscope had 
an excess of + , it follows that the proof plane, and therefore 
the sulphur, must have been negative. If the (3) event 
occurs, the collapse of the leaves proves that there was suffi- 
cient - on the plane to neutralise the + in the electroscope, 
and the subsequent separation of the leaves proves that 
there was more than sufficient to do so, the leaves, in fact, 
separating by electricity of the opposite kind; we therefore 
again conclude that the stdphur was - . If (1) the leaves 
only partially collapse, we prove nothing conclusive; for 
though a quantity of - electricity in the plane, insufficient to 
neutralise the whole of the + in the electroscope, would pro- 
duce this effect, the same result would follow on bringing an 
isolated neutral body in contact with the electroscope; for 
then, as in Art. 21, such an interchange of + from the electro- 
scope, and - from the neutral plane, would take place as 
would leave them both + , though not so strongly so as the 
electroscope alone was originally. 

23. It is clear, therefore, that the partial collapse of the + 

charged leaves, when the proof plane 
B touches the electroscope, does not 

©prove that the plane is - . It may 
even be + , and yet produce this 
effect, provided it be more feebly + 
than the electroscope. Thus we may 
suppose the electroscope to be posi- 
tive to the amount represented by A, 
namely, + 1 4, — 6. If then the plane 
be + to the amount represented by 
B, namely, +12, - 8, their contact 
+ 6 +6 will produce Sk common condition 
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+ 13, -7, and the leaves will therefore not diverge so 
far. 

24. Charge now the proof plane - ly, as, for instance, by 
bringing it into frequent contact with excited shell- lac; 
touch the electroscope with the plane, whereupon the leaves 
will diverge with - electricity. Excite the sulphur with 
flannel, touch the sulphur with the proof plane, and with 
this touch the electroscope. If, now, the leaves separate 
further without previously collapsing, we have absolute proof 
that the plane, and therefore the sulphur, are - . For if 
they had been neutral, the leaves would have given - and 
received -K, and partially collapsed; if they had been + , a 
still greater interchange of electricities would have produced 
a still further collapse, perhaps complete, perhaps followed 
by + divergence. It is clear that, by similar reasoning, a 
body must be + electrified if it causes continued or increased 
divergence in leaves already + diverged. 

Practically, when we are testing by touch for, say, + elec- 
tricity, it is convenient to give a small + charge to the leaves, 
80 that the proof plane which is being tested may have a 
stronger charge than the leaves. Or if the electricity to be 
tested is feeble, the electroscope is first feebly charged 
with it, and then an abundantly charged proof plane contain- 
ing the same kind as that suspected is brought in contact 
with it. 

25. Electric Excitement is Due to Electric Decompo- 

sition. — ^We have hitherto only considered the electric state 
of one of the two bodies rubbed together: as glass when 
rubbed with amalgamed silk, sealing-wax when rubbed with 
flannel, etc. If now we examine the electric state of the 
amalgamed silk, we find it to be - , or opposite to that of the 
glass. Again, we find the flannel to be + , or opposite to that 
of .the wax. This may be shown in several ways. Let the 
amalgamed silk be thoroughly isolated from the hand by 
being held in a sheet of vulcanized caoutchouc; after rub- 
bing the glass, electricity may be taken from the rubber by a 
proof plane, and is found to be - . The " electric syringe" 
(fig. 12) is an instrument used to illustrate the same fact. A 
varnished glass knob A is fastened to a brass piston-rod B, 
which works through a brass cap C, and carries a piston D 
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covered witli amalgamed silk, which rubs the inside of the 
glass tube E. Fastened to the other side of the piston is a 
varnished glass rod F, which carries a spiked disk G, to 
which is fastened a chain H, the other end of which is 
fastened to the brass cap I at the further end of the tube. 
On moving the piston to and fro, + electricity is developed on 
the inside of the glass. This travels through the spikes of G 
(see Art. 68) down the chain to I. The - electricity of the 
rubber is conveyed along the piston-rod to C Accordingly, 
we find that I becomes + and C - . A simpler method may 




Fig. 12. 
be employed. Let a stick of sealing-wax be rubbed with 
a piece of flannel, and let them be placed side by side on the 
top of the electroscope : the leaves are not stirred ; but if 
either one be removed the leaves diverge : the wax, when left 
alone, causing -.the flannel + divergence. A similar experi- 
ment with the glass tube and amalgamed silk confirms the 
above conclusion. The two experiments together may be 
taken as tending to prove not only that the two bodies 
rubbed together are oppositely electrified, but also that the 
quantities of the two kinds of electricity are in all cases 
sensibly equal or able to neutralise one another completely. 

26. In order to procure a considerable amount of frictional 
electricity, it is clearly of advantage that one, at least, of the 
bodies rubbed together should be a non-conductor. For if 
both were good conductors, the electricity excited by their 
friction would be free to travel about their surfaces, and to 
pass from one to the other, so that neutralization would 
speedily ensue. So that, though in such cases large quantities 
of electricity may be developed, they are not apparent. Hence 
it is that we have shell-lac, sealing-wax, glass, sulphur, 
etc., which are non-conductors, so useful as " electrogens," 
that is, for forming one element in procuring frictional 
electricity. 
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27. If, however, a conductor be isolated, it may be used 
as an element of fnctional excitement. Thus, a piece of 
leaden tubing, held in a sheet of vulcanized caoutchouc, and 
struck with flannel, is found to diverge the leaves with + 
electricity. The sheets of paper, a« they issue hot-pressed 
from the metal rollers of the manufacturer, are strongly- 
electrified. 

28. Human hair, when clean and dry, or the fur of an 
animal, becomes + ly electrified when rubbed with the hand, 
or an ebonite comb, and they retain, their electricity for some 
time (as does the comb) on account of being imperfect con- 
ductors. Mercury poured backwards and forwards from one 
varnished tumbler to another becomes + electrified. The 
electroscope itself becomes directly excited when its top is 
struck with silk or flanneL 

29. The following substances amongst non-conductors 
become + ly electrified when rubbed with flannel : diamond, 
sulphate of potassium, nitrate of potassium, chloride of 
sodium. 

The following amongst conductors become + electrified 
when rubbed with flannel : bismuth, zinc, lead, copper, brass, 
silver, mercury. (Comp. Art. 15.) 

The following among conductors become - electrified when 
rubbed with flannel : rhodium, arsenic, antimony, tiu, iron, 
gold, nickel, platiaum, and palladium. 

The following non-conductors become —ly electrified : sul- 
phur, talc, etc. 

Finely divided copper becomes electrical on compression. 
Dry oxalate of calcium, on being stirred with a glass or 
platinum spatula, becomes + ly electrified. When water 
freezes in contact with a metal, the metal becomes + . 

The structure of the surface alters the nature of the 
electricity developed upon it. Thus smooth glass and rough 
(etched, ground) glass become difierently electrified when 
rubbed with silk. 

It has been supposed that the development of fnctional elec^ 
tricity was due to chemical change; and that when frictional 
electricity is produced by attrition of bodies in the air, oxida- 
tion occurs on one to a greater degree than on the other, 
and it was supposed that the substance most facile of oxida- 



28 MAGNETISM AND ELEOTBICITY. 

tion became invariably negative. Some experiments, how- 
ever, seem to show that the same electrical relation is 
preserved when the friction between two bodies occurs in 
carbonic acid or hydrogen, as when it occurs in air. 

Nevertheless, oxidation, or at all events the molecular 
motion which accompanies it, gives rise to electrical pheno- 
mena. Thus an isolated brazier containing burning charcoal 
is always negative. 



CHAPTER IL 

INDUCTION. 

• 

80. Induction. — ^When an excited glass tube is gradually 
brought near to the top of an electroscope, the leaves of the 
latter are seen to diverge, and to increase in divergence as 
the distance is lessened. On removing the tube, the leaves 
gradually collapse as the distance increases, until — ^it may be 
at two or three feet — ^the divergence becomes insensible. 
Exactly similar phenomena ensue if flannel-excited sulphur 
be used instead of the glass. The restoration of the leaves 
to their original neutral condition proves that no permanent 
loss of one kind of electricity, or gain of the other, has taken 
place in the electroscope, as is the case when it is charged or 
discharged by actual contact with the proof plane, or dis- 
charged by contact with the earth. The name induction is 
given to the influence thus exerted upon a neutral body by 
an excited one at a distance. The induction in the above 
instance takes place through air. 

81. In order to determine, experimentally, whether the 
electricity thus temporarily induced in the electroscope is of 
the same kind or not as that of the glass, the following ex- 
periment may be tried. Connect the electroscope E (fig. 13) 
by means of a wire W, with one end of an isolated conductor 
C. The conductor, wire, and metal of the electroscope thus 
form, electrically speaking, one metallic mass. Bring now 
the +ly excited glass tube near to the further end of tho 
conductor. The gold leaves will diverge by induction. 
While they are so diverged, remove the wire from the elec- 
troscope by means of some non-conducting substance, such 
as finger stalls of vulcanized caoutchouc, an ebonite pen- 
holder, or ebonite tongs (Art 72). The leaves remain now 
separated when the glass tube is withdrawn^ and on testing 
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them with a proof plane holding + electricity, they are found 
to be also + electrified. 




Fig. 13. 

A similar experiment proves that when flannel-rubbed 
sulphur, or sealing-wax, is brought near to the electroscope, 
its leaves diverge with - electricity. In all cases the diver- 
gence of the leaves being due to the induced activity in them 
of electricity of the same kind as that of the excited neigh- 
bouring body. If we conceive the original neutral state of 
the leaves to be due to the balancing of equipotents of + and 
— electricities, we must look upon the glass tube as exerting 
. its influence through the air, and neutralizing a portion of 
the — electricity of the electroscope, such neutralization 
being, of course, reciprocal. A portion of the + of the elec- 
troscope is thereby disengaged from its negative ; + becomes 
free and causes the leaves to diverge with -h electricity. 
Thus though the —electricity does not quit the electroscope, 
it is counteracted or paralysed, leaving the + free and active. 
That this view accords with facts is seen from the following 
experiments. 

Bring the excited glass tube near the electroscope until 
the leaves diverge. Keeping the tube in its position, touch 
the electroscope with the other hand : the leaves imme- 
diately and completely collapse ; remove the hand, and then 
remove the excited tube : the leaves will now separate, and 
on testing with flannel-rubbed sealing-wax they are shown 
to be - ly excited. This series of experiments is illustrated 
in £g, 14. The neutral electroscope is shown in 1. In 2, 
the leaves diverge with + , because the — is counteracted by 
the t pf the tube ^ this counteraction is represented by the 
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dotted line connection. In 3 the leaves are collapsing owing 
to the escape of + through the hand to the earth, and the 
advent of-. In 4 there is excess of -in the electroscope, 
but that is wholly paralysed by the - of the tube. In 6 tiie 
tube is withdrawn, and the leaves diverge with free - , 
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.+, 




Fig. 14. 

In a precisely similar manner the. electroscope can be 
charged with + electricity, by bringing flannel-rubbed wax 
near it, touching it for an instant with the finger, and re- 
moving the wax. 

82. Localization of Induced Electricity. — ^InArts. 30 and 

31, we have seen that a_+ electrically excited body so neutral- 
izeslfelectricity in neighbouring ones as to set the j+^electri- 
cities in those bodies at liberty, and so produce a provisional 
state similar to the permanent one which would have been 
produced if actual contact had taken place. We have now 
to consider the actual displacement in space which the two 
kinds of electricity undergo in the neutral body under in- 
duction. 

Recurring to experiment of Art. 31, let the wire W be 
so carefully removed, by the isolating appliance, that it does 
not touch the earth when in contact with either the electro- 
scope or conductor. Not only is it found that the electro- 
scope is + , but also that the conductor is - . The - electricity 
in the neutral mass has, in fact, been attracted by the + 
electrified glass, and the + has been repelled therefrom. 

The same principle is weir shown by the following experi- 
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ment. Let A. and B (fig. 15) bo two wooden spltercs 
covered with tin-foil, and supported on isolating legs. Bring 
tbem into contact as 1. Bring near to B aa excited + 
glass cylinder C, aa 2. E^move A from B, and then the cylin- 
der C from B. It ia thus found that A is + ly, and B - ly 
charged. On bringing A and B together, half the excess of 
+ in A goes to B, and half the excess of- in B goes to A. 
Both become again neutral, and this neutralization may bo 
attended by a luminous discharge or spait 



Fig. 15. 
83. Again, if we take a single continuous conductor, iso- 
lated as before, and bring near one end of it the + excited 
cylinder C (fig. IC), we find that a proof plane P becomes 



t 

Fig. le. 

+ or — charged, according as we touch with it the end of the 
cylinder fui-thest from, or nearest to, C. When in contact 
with the cylindrical conductor, the proof plane forma, in fefit, 
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a part of it, so that removing the plane is equivalent to 
breaking the conductor, or separating its parts, as in fig. 15. 

S4. Further, instead of taking, as in Arts. 32 and 33, an 
isolated sample of earth, or neutral electricity, in the con- 
ductor for aialysis, we n^ay employ the earth ite^lf to furnish 
US with neutral electricity for decomposition. Thus, let an 
excited glass rod be held within two or three inches of the 
earth, or of any conducting object or person standing on the 
earth, a proof plane which touches that object or person is 
found to be— ly charged. In this case, as in Art. 33, the 
proof plane, when touching the body whose electricity is 
undergoing inductive analysis, must be looked on as forming 
for the time a part of such body, and the removal of the 
plane as the breaking off of a part which shares in the geneiul 
electrical analysis of the collective mass. 

85. If, while an isolated conductor is suffering inductive 
analysis of its electricity by a, say, - ly electrified neighbour, 
any part of it is connected for an instant with the earth, 
and the inducer then withdrawn (fig. 17), the conductor is 
found charged with + electricity. 





Fig. 17. 

86. Again, if the two ends of an isolated conductor (fig. 
18) are furnished with conducting uprights, from which pith 
balls, a and h, are hung by cotton threads, on bringing an 
electrified glass cylinder C near to one end, each ball will be re- 
pelled from its support, as in the figure. It is easily proved 
9 c 
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that they are repelled by reason of opposite electricities. 
For if a flannel-excited stick of sealing-wax be held near to 
a, it will be attracted, while b will be repelled ; the reverse 
takes place if an amalgamed silk-excited glass rod be used. 




Fig. 18. 

37. If a thoroughly dried card be rubbed with caoutchouc, 
and brought near one end of an isolated conductor, the other 
end of which is fitted with a stout wire terminating about 
^ inch above a gas burner connected with the earth, the 
burner may be lit. For the sudden approach of the card, 
which is + , repels the + of the conductor, and attracts-. 
The interval between the wire and the burner becomes the 
field where + goes to earth, and - leaves the earth. That inter- 
change is a spark which may light the gas. If, then, the gas be 
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Fig. 19. 



extinguished and the card suddenly removed, the gas may be 
again lit; for now the released - rushes to earth, and the no 
longer repelled earth's + resumes its share of the conductor. 
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38. The action of induction is propagated from mass to 
mass of conductors; the diminution appears to be due in an 
indefinitely greater extent to the magnitude of the air inter- 
vals, than to the length of the conducting substances. A 
succession of isolated condutors A, B, C (fig. 19) are placed 
end to end, and an excited glass cylinder D ( + )is brought near 
to C. Each cylinder is found to be polarised, and from each 
end of each a proof plane may be charged with the kind of 
electricity denoted in the figure. 




B 



Fig. 20. 

A variety of experiments may be devised to illustrate these 
facts. An instructive one is to balance one end of a lath 
over an electroscope, and make the lath revolve by attracting 
it with excited wax (fig. 20); every time the lath passes over 
the electroscope, the leaves of the 
latter diverge with - electricity. 

89. Explanation of Electrical 

Attraction. — ^Amongst the earliest 
of our experiments were the 
attractions between neutral and 
electrified bodies (Art. 7). ,These 
can now be referred to inductive 
decomposition. Imagine that we 
have a + ly electrified body A (^g, 
21), and that we bring near it an 
isolated neutral body B. 

The + electricity of A attracts Kg. 21. 

the - of B, and repels the + of B, so that if the two are 
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restrained from moving, their condition is as in 2. The re 
suit of the local analysis of the electricity of B is that its 
-is drawn towards A, the + repelled. The attraction, 
therefore, between the — of B and the + A is greater than 
the repulsion between the + of B and the + A, because the 
former is exerted at a less distance than the latter. Attrac- 
tion therefore prevails, and A and B are drawn together. 
The same inductive decomposition takes place when it is 
the earth's electricity which is decomposed, and hence an 
electiified body is attracted by the earth, or any body in 
electric contact with it. 

The experiments of simple attraction, described in Art. 7, 
can now be better understood. The paper, for instance, 
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Fig. 22. 

rubbed with caoutchouc clinging to the wall is, by dint of its 
own + electricity, holding the earth's - electricity in its own 
neighbourhood, and repelling the earth's + electricity. The 
paper being an imperfect conductor, and not touching the 
wall over its own whole surface, the two electricities do not 
immediately combine to neutralise one another. A good 
conductor, when electrified and attracted to a conducting 
part of the earth, is immediately discharged on touching it, 
by the union of the body's electricity with that of the 
opposite kind of the earth. 

It is impracticable to alter the electric condition of the 
earth by pouring into it, from any artificial source, electri- 
city of one kind, because, as far as is known, the develop- 
ment of one kind of electiicity is accompanied by the develop- 
ment of an equipotent of the other. Both ultimately reach 
the earth, which serves as an inexhaustible storehouse, or 
"common reservoir," for electricities of both kinds. The 
slight separation and temporary isolation of any quantity of 
electricity of one kind which we can effect, is quite inadequate 
to influence appreciably the general neutrality of , the earth- 
mass. 
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40. Attraction followed by Repulsion. — Whenever 

attraction between an electiified and a neutral body, both of 
which are isolated and good conductors, causes them to 
touch one another, repulsion immediately ensues. For the 
mixture of neutral electricity with either + or - must 
result in a + or - mixture, which condition, being shared 
by both bodies, must result in their repulsion. Thus the 
neutral body A (fig. 23), and the + body B attract till they 
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+ 2 R +2 Fig. 2a '" R 

touch and then repel, both being + . Similarly, C and D 
before contact attract, but after contact, both being - , they 
repel. When the two isolated conductors which attract are 
neither of them neutral, but in opposite states, there is only 
one case where repulsion does not ensue after contact, and 
that is the case where the two 
kinds are exactly equipotent, as 
between A and B (fig. 24). 

In all other cases, more or 
less, repulsion must ensue. For 
unless there be perfect equality of 
amount, and opposition of kind, 
the residue or difference has to be 
shared. 

41. An instructive experiment, 
which illustrates several of the 
principles which we have hitherto 
been describing, is the following: Fig. 24. 

Let the two isolated tin-foil coated spheres A and B 
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The brass plate being now removed by the isolating handle (f , 
a + spark may be drawn from it by an earth-connected body, 
whereupon, of course, - enters from the body. 

As the plate with its + charge is withdrawn from the 
— ly charged cake, + electricity again collects .upoii the 
tin-foil, and the condition of a is resumed. In this way 
an indefinite number of sparks may be obtained by once 
exciting the cake - ly, putting on the brass plate, touching 
it, and withdrawing it. 

44. The resinous cake of the electrophoros may be replaced 
by any non-conducting and excitable substance, such as 
varnished glass, vulcanized caoutchouc, paraffin, or that 
compound of caoutchouc, gutta-percha and sulphur, which 
is called ebonite. All these substances become — electric 
when rubbed or struck with fur or flannel. The last becomes 
+ ly electric when rubbed with amalgamed silk. When no 
very powerful spark is required, the above substances being 
permanently excited, a smooth-edged disc of zinc or tinned 
iron, held by a stick of sealing-wax, may be used to replace 
the brass disc. The electrophoros forms a convenient source 
of electricity when a single electric discharge is required at 
uncertaia intervals of time; for the excited resin will retain 
its ready charge for days together; and the resiaous surface 
ia more easily dried, and is of itself less hygroscopic than the 
substances used in the "electrical machines" to be hereafter 
described. 

46. For small charges, such as that required for charging 
the jar of the electrometer, to be described in Art. 136, a 
small hand electrophoros is useful. This consists of a cii'cular 
disc of ebonite a, fig. 27, cemented on to a brass disc b. A 
little metal pin p passes from the brass through the ebonite 
to the exposed surface of the latter. A brass disc c is held 
by the insulatiug handle h. This compound disc 6 a is held 
by the brass as in the figure, and the ebonite is rubbed on 
any woollen surface, whereby it becomes - ly excited. On 
pressing the disc o upon the ebonite, the — electricity, set 
free in c, escapes through p to 6 through the hand to the 
earth, while + moving in the opposite direction collects in 
c, which accordingly becomes charged with free + when it 
is removed from a. 
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thus the condition represented in a. The neutral brass plate 
is now placed on the excited cake. The neutral electricity of 

the plate is inductively 
decomposed, its - being 
repelled igid becoming 
free (6), the + being drawn 
towards the cake's sur- 
face and there "fixed." 
Scarcely any actual inter- 
change between the + of 
the brass and the - of 
the cake takes place, be- 
cause the two surfaces 
only touch one another 
in a few points, and the 
resinous surface, being 
an exceedingly bad con- 
ductor, does not permit 
the recharging of the dis- 
charged points. When 
the brass plate is placed 
upon the cake, some of 
the + of the lower tin-foil 
passes into the earth, 
being, as it were, released 
from duty, while some — 
enters the foil from the 
earth by the same path. 
On touching the knob of 
the brass plate with the 
finger (c), — electricity 
escapes through the body 
to the ground, and addi- 
tional + enters the plate. 
Indeed sufficient + is thus 
accumulated in the plate 
to inductively neutralise 
nearly the whole of the 
Kg. 26. - of the cake, so that 

scarcely any + remains condensed on the lower foil. The 
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The bi^s plate being now removed by the isolating handle (f , 
a + spark may be drawn from it by an earth-connected body, 
whereupon, of course, — enters from the body. 

As the plate with its + charge is withdrawn ' from the 
— ly charged cake, + electricity again collects .upon, the 
tin-foil, and the condition of a is resumed. In this way 
an indefinite number of sparks may be obtained by once 
exciting the cake — ly, putting on the brass plate, touching 
it, and withdrawing it. 

44. The resinous cake of the elextrophoros may be replaced 
by any non-conducting and excitable substance, such as 
varnished glass, vulcanized caoutchouc, paraffin, or tliat 
compound of caoutchouc, gutta-percha and sulphur, which 
is called ebonite. All these substances become — electric 
when rubbed or struck with fur or flannel. The last becomes 
+ ly electric when rubbed with amalgamed silk. When no 
very powei-ful spark is required, the above substances being 
permanently excited, a smooth-edged disc of zinc or tinned 
iron, held by a stick of sealing-wax, may be used to replace 
the brass disc. The electrophoros forms a convenient source 
of electricity when a single electric discharge is required at 
uncertain intervals of time; for the excited resin will retain 
its ready charge for days together; and the resinous surface 
is more easily dried, and is of itself less hygroscopic than the 
substances used in the "electrical machines" to be hereafter 
described. 

46. For small charges, such as that required for charging 
the jar of the electrometer, to be described in Art. 136, a 
small hand electrophoros is useful. This consists of a circular 
disc of ebonite a, ^g. 27, cemented on to a brass disc b. A 
little metal pin p passes from the brass through the ebonite 
to the exposed surface of the latter. A brass disc c is held 
by the insulating handle h. This compound disc 6 a is held 
by the brass as in the figure, and the ebonite is rubbed on 
any woollen surface, whereby it becomes — ly excited. On 
pressing the disc c upon the ebonite, the — electricity, set 
free in c, escapes 'tiirough p to b thi'ough the hand to the 
earth, while + moving in the opposite direction collects in 
c, which accordingly becomes charged with free + when it 
is removed from a. 
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CompEiriiig this efiect 'wttK what has beeu said (Arts. 32 
and 33) about the localizatioii of the decomposed electricity, 
-we might perhaps expect + to be discharged from c, since it 
is that kind whjch doubtless accumulates on the side of e, 
which ifl nearest to o as the two approach. But when actual 
contact ensues, the - of c can find a region yet more remote 
from a, by travelling down jo to the earth; while the earth 
supplies + through ptoc, which thus becomes + throughout. 



Fig. 27. 
46. Successful attempts have been made to employ the 
inductive decomposing power of a given quantity of electricity, 
as a means of obtaining electricity of both kinds, without the 
continual labour of lifting or moving the charged or charge- 
able body. Instruments based on thia principle are called 
continuous electrophoroi. But as their action includea the 
relation of points to electrical discharge, that is, the distri- 
bution of electricity on acutely angled aurfaces, and its escape 
from, and collection by, conducting points, we must defer the 
description of such electrophoroi till after the next chapter. 



CHAPTER III. 

DISTRIBUTIOK 

47. Elementary Notions of Distribution. — Since the 

electricity on an insulated conductor repels itself, and, induc- 
tively decomposing the neutral electricity of surrounding 
bodies, attracts and is attracted by their electricity of the 
opposite kind, it is almost self-evident that the general dis- 
tribution of electricity on a conducting body is mainly at its 
surface. It may also be admitted that the distribution of 
electricity on a spherical surface is uniform, when the sphere 
is uniformly surrounded by electro-inducible matter. If, for 
a moment, the electricity be compared with a ponderable 
fluid, we should, in the case of a spherical charged electric 
conductor, find the electric fluid to have a uniform depth 
or thickness throughout, and since the electricity repels itself, 
it must have throughout a uniform 
tension,* or tendency to separate from ^^^^^^ 

itself, comparable to the elastic tension m ^^ 

of a compressed gas. Thus, if two yfcHh==::-^^^R 
pair of pith balls be hung by equal /^^^^^w\ 
lengths of cotton from any two points / V^^^^l \ 
of a spherical conductor (fig. 28), each / \ / \ 

pair will diverge when the conductor is A X ok 
charged, and the divergence will be to 
the same amount. Fig- 28. 

48. That electricity abides on the outer surfaces of bodies, 
may be experimentally proved in a variety of ways. Thus 
(fig. 29), a sheet of tin-foil F is fastened by one edge to a 
varnished glass rod R. The opposite edge is connected with 

* The term tension, as applied to electricity, will be more fully 
discussed in Chap. X., in considering electrical potential 
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the electroscope E, The rod is held in tlie hand, and succea- 
aive charges from a proof plaae are given to the foil, until 
the leaves of the elec- 
' trosoope begin to etjr. 
The rod is then tnmed 
-— • BO as to roll «p the 

foil, and as this takes 
place the leaves fur- 
ther diverge. The 
self- repelling electri- 
city of the foil shuns 
the rolled -up portion 
thereof, where it would 
^'S- 29. be amassed upon itself, 

and seeks the yet flat portion of the foil and the electroBcope, 
where, for the same amount of surface, there is less contiguity 
of parts. There it accumulates as the foil is rolled up, 
increases in tension, and causes the leaves to diverge further. 
49. A truncated conical net of cotton N is fastened (fig. 
30) below to a sheet of brass E; above to a hoop of wire H, 
which ia atttiched to a varnished glass handle G. Whether 
the net or metal disc B receive 
5 a charge on the outside or in- 
side, and whether the charge he 
4- or — , it ia found on the out- 
side alone. And if the net he 
turned inside out by inverting 
it, the electricity immediately 
leaves the surface where it was 
Fig. 30, and passes to the outside, as ia 

proved by testing the outside and inside by a proof plane. A 
complete conical net maybe supported on an isolating stand, 
with its mouth vertical, and be turned inside out by a silk 
thread passing through its apex, when a similar distribution 
of the electricity is observed. 

60. Electroscopes, which are used in lecture theatres and 
laboratories, where large quantities of electricity are deve- 
loped, are frequently protected by cotton nets covering their 
plates; and such nets need not necessarily touch the table. 
Men and other animals may be placed in metal cages, which 
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maybe strongly electrified, without tlie animals suffering any 
inconvenience. (Compare also Art. 1 34, where the geometrical 
relation between distance and amount of inductive decompo- 
sition is considered.) 

51. A foil-covered sphere A, fig 31, is hung by a silk tape 
T, and electrified. It is then clasped by two metal hemi- 
spherical cups C, held on isolating handles H, in such a way 
that the sphere is touched by each cup. On removing the cups, 
they are found to be charged on the outside, but there is 
no electricity on their insides, 
nor upon the internal sphere. 
We may conclude that, on 
clasping the sphere with the 
hollow hemispheres, the elec- 
tricity inmiediately travels to 
the outside of the latter. 
And, indeed, on testing the 
outside of the hemispheres 
before removing them, it is JFig- 31- 

found that the electrical tension on them is only less than 
that which was on the central sphere by an amount due to 
their greater surface. 

53. It appears, then, from experiment (Arts. 48 to 51) that, 
broadly speaking, free electricity at rest, or static electricity 
(1) dwells on the surface of conductors, and (2) that it shuns 
concavities. Both these propositions require some care in 
their application. Thus, a metal rod or wii'e, varnished with 
shell-lac, conducts as freely between any two exposed points 
of its surface as though it were naked. Its conducting 
power is not diminished when it is wetted with some non- 
conducting hydrocarbon, such as turpentine. We must 
admit, then, that the term electric fluid is so far inapplicable 
that, either remaining totally exterior to the conductor, the 
electricity demands no room above its surface, and so has not 
necessarily thickness, or that it ccn and does pass through 
the mass of the conductor, as we shall see to be the case with 
voltaic or dynamic electricity. 

Again, in examining the inside of a vessel for electricity, 
if, as in &g. 32, one part of the proof plane be above the edge 
of the vessel when , contact is made, the plane will become 
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Charged. For when thiia in contact, the upper part of the 
plane forms a projecting portion of the 
general exterior convex surface, and is 
subject, like the outside of the vessel, to 
the inductive action of surrounding ob- 
jects. Thua, although no free electricity 
con be detected on tlie inside of the vessel 
by a proof piano wholly within the vessel, 
tliia ia due not to the absence of electri- 
city, but to its self-repulsion and its 
attraction to the opposite kind of electri- 
city, which ia the result of its inductive 
action on suiTounding objects, including 
air. There ia, in fact, no electrical dis- 
continuity between the inside and outside 
of the vessel. 
Fig. 32. 63. That the localization of free elec- 

tndty on the outside of a hollow vessel is mainly due to 
induction is well shown by bringing (fig, 33) a metal earth- 




Fig. 33, Fig. 3t 

connected sphere s into a hollow metal isolated cup C, with- 
out touching it. On chai'ging the eup while the sphere is in 
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it, tlie electricity can be drawn by a proof plane p from the 
inside of the cup, but not from the outside. When the 
sphere is removed, the electricity passes to the outside. The 
change in position from the inside to the outside, and vice 
versdy may be thus effected an indefinite number of times. 
The hand plunged into a charged and isolated tin pan will 
thus enable us to obtain a charge from the inside. 

54. The effect of induction in determining the distribution 
of electricity on a conductor is again exhibited in fig. 34. A 
metallic vessel V stands upon an isolating support I, and is 
connected with an electroscope E. A foil -covered sphere 
B, hung from a silk thread S, and charged with + electricity, 
is lowered into V. At some distance above the upper rim 
of V the leaves of E begin to diverge with + . This divergence 
attains its maximum when the ball is a little below the rim 
of V (the precise distance depends upon the relative sizes of 
B and V, and on the shape of the latter). On lowering B 
no further divergence of the leaves occurs. Even when the 
bottom of V is touched, the charge in E is not increased. If, 
after contact with the vessel, B is withdrawn, it is found to 
have wholly lost its charge, in accordance with Arts. 49-62. 
When at or below the point at which the maximum diverg- 
ence occurs, the sphere, of course, gives electricity to a proof 
plane in contact with it; for 
such a plane forms for the 
moment a part of the inner 
mass. 

Further, several such ves- 
sels (fig. 35) being placed 
one inside the other, being 
isolated from one another 
by lumps of shell-lac, the 
whole isolated, and the out- 
side vessel being connected 
with the electroscope, a 
charged isolated sphere sunk 
into the" inner vessel causes 
the leaves to diverge. After 
touching the bottom of the 
inner vessel with the sphere, and removing it, whereby, as 




Fig. 35. 
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before, it becomes completely discharged, the innermost vessel 
may be lifted out by a silk thread S, whereupon the leaves 
collapse. 

65. The Tension Balance, to be described in Art. 135, or 
that of Art. 136, may be used for measuring the tension of 
the electricity on the different parts of an irregular-shaped 
conductor; that is, for measuring the distribution of such 
electricity. When a point of a conductor is touched by a 
proof plane, the latter forms a portion of the conductor, and 
the quantity of electricity carried off by the plane on its 
removal is not independent of the attitude which the two 
have towards one another. And this is especially important 
when the proof plane is of a sensible size in comparison with 
the electrified body. By using delicate electrometers and 
small planes, we may, however, get approximate measure- 
ments; the latter condition also avoids the disadvantage of 
diminishing the charge by the process of testing. 

66. The following example well exemplifies the relation 
between the tension of the electricity and the attitude of the 
surface of the conductor to surrounding bodies and to itself. 
Two equal metal spheres, A and B, are brought into contact 
at C, and charged with (say) + electricity (fig. 35a). From 
D, the centre of A, imagine a cone DF, drawn tangent to B; 

and from E, the centre 

^^£ of B, a cone EG, tangent 

>^ to A. Lastly, let the 

^s. ^y^ spheres be enveloped in 

/'^'^^nI ^.^!<M^^^^\ the tangent cylinder 

/ ^x^^^-v. \ ^^•* ^* ^ ^^ electri- 
[ ^y^ \ ^^ \ city can be detected; at 

^r ^ T ^ J H and K it is faintly 

V y V J perceptible. At L and 

^-^^...^^_. ^^«^ ^^ M there is a sudden in- 

crease, which gradually 
Fig. 35a. continues to O and P 

and which the surface (considered as a whole) of the two 
spheres becomes convex. The points Q and R, the extremities 
of the diameters through the point of contact, are the points 
where the tension is greatest. 

* In the figure the linear sections of these surfaces are shown. 
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67. Frictional electricity, being thus subjected to the induc- 
tive action of surrounding neutral bodies, as must always be 
the case near the earth's surface, collects on the surface of the 
electrified bodies. We should expect to find it, accordingly, 
in greatest quantity on those parts of a body where the sur- 
face is greatest in comparison to the mass. When a solid 
changes its size without changing its shape, the solid contents 
vary as the cube, the superficial as the square, of the linear 
dimensions. It follows that, where the curvature of a convex 
surface is greatest, that is, where the radius of curvature is 
least, there the tension of the electricity will be greatest. 
Accordingly, if we fasten pith balls to cotton threads, and 
hang pairs of such at different parts of an irregular conductor, 
their degrees of divergence are greatest where the radius of 
curvature is smallest. We may represent the tension of the 
electricity on the various parts of a conductor by the depth 
of some hypothetical atmosphere, or ocean surrounding the 
conductor, under the distinct understanding that no such 
voluminous atmosphere or ocean is known to exist. In fig. 
356 the isolating supports are omitted, and the limit of the 
atmosphere, whose depth is supposed to represent the tension 
of the electricity, is represented by a dotted line. 







Fig. 356. 

58. If the curvature be carried to the extreme limit : if 
the curvature be infinite, or the radius of curvature nothing : 
in other words, if a convex surface becomes shai'pened to a 
point, the restraining attraction is indefinitely small; the air 
can no longer resist the escape of the electricity, but receives 
9 D 
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it, and itself becomes similarly electrified, exchanging some 
of its own electricity of the opposite kind through the same 
point. This exchange is carried on (fig. 36) till the pointed 
conductor and the surrounding air are similarly and equally 
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Fig. 36. 




Fig. 37. 

electrified. Since the air can, under most circumstances, 
quickly come into contact with other air or solid substances 
to reneutralise itself, the result is an apparent loss of the 
electricity: in reality an absorption into the earth mass 
(including air), accompanied by a neutralization somewhere 
by the opposite kind of electricity which is invariably co- 
generated (Art. 25 and following). 



CHAPTER IV. 1 

ELECTBICAIi MACHINES. 

59. We have now examined in a preliminary manner all 
the principles which are involved in moat of the electrical 
machines in general use ; * and as these principles may in 
their turn be beat illustrated by means of the electricity got 
from such machines, tho latter may now be deacribed. 

Machines for producing static electricity may be divided 
into two classes, frictional and inductive. The frictional 
machines may be considered as enlargements and perfection- 
inga of the glass tube and amalgamed silk arrangement for 
obtaining electricity. The inductive may be considered, as 
they are indeed often called, continuous eleotrophoroL 




Fig, 38. Fig. .13. 

60. The Cylinder Hachine. — The elementary parts of this 

machine are shown in figs. 38, 39. In fig. 38 the machine 

is supposed to be seen in side elevation ; in fig. 39, vertically 

from above. The letters represent the same parts in both 

• The description of the Induction CihI, by which high tension or 
static electricity is ohtaiiied from a battery, will be described in 
Bookll. 
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figures. A is a cylinder of thick glass, closed at both ends, 
and fastened to two wooden axles B, which pass through 
two wooden supports C, in which it can be turned by the 
winch D. On one side of the glass cylinder is a cylinder of 
brass, hollow, and having rounded ends E. This cylinder is 
called the " prime conductor." It is furnished with a hori- 
zontal row of sharp spikes, whose points are turned to the 
glass cylinder, and are about J inch from it. The prime 
conductor is supported on a stout, well-vamished glass leg F, 
which is cemented into the wooden stand G. Opposite to 
E, on the other side of the cylinder, is a cushion covered 
with silk H, to which is fastened a silk flap I. The cushion 
is supported on a glass leg L, similar to F, and to it is 
fastened a hollow metal cylinder K, with rounded ends simi- 
lar to E, but without spikes. The cushion is covered with 
mercury amalgam.^ 

If we wish to obtain + electricity, the cushion-conductor is 

connected with the earth 
by a chain or wire. On 
turning the cylinder in 
the direction of the ar- 
rows (fig. 40), + electri- 
city is evolved on the 
glass, and - on the silk. 
The + is carried round 
by the non-conducting 
glass imtil it is opposite 
the spikes of the prime 
Fig. 40. conductor. Through the 

spikes + enters the prime conductor, and -leaves it. The 
prime conductor thus becomes + . Since this equalization 
takes place between a + and a neutral one, it follows that after 
passing the spikes the glass is still + .though not so strongly as 
before; in this condition it reaches the cushion. Meanwhile, 
the - evolved upon the cushion and flap have been conducted 
to the earth through the wire W. Through W, + has arrived 
from the earth. The result is, that neutral electricity is 
continually being decomposed between the flap and the glass, 
and this neutral is after a time derived wholly from the 

* See Appendix, IIL 
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Fig. 41. 



neutralization by the - from tlie prime conluctor. Tliis con- 
ductor, therefore, becomes + . 

If (^g, 41) the prime conductor be connected with the 
earth, the + electricity of 
the glass leaves ib, and 
passing through the 
spiJses reaches the earth; 
while - passes in the op- 
posite direction neutral- 
izing the electricity on 
the glass, which, there- 
fore, reaches the cushion 
in a neutral or nearly 
neutral condition. Here, 
therefore, the result is, 
that — accumulates on K. 

Finally, if (fig. 42) the two conductors be joined, although 
decomposition is continually 
going on, there is no free 
electricity manifested, for 
the + and - are equal in 
amount, and neutralise one 
another through the connect- 
ing wire, as the arrows in- 
dicate. 

2iie plate machine does not 
differ in principle from the 
cylinder machine. The cushion 
and flap A clasp both sides 
of the circular plate B (fig. 43). 

the prime conductor are arranged in two rings C, one on 
each side of the plate (one of these is shown by C). The - 
conductor D and the + conductor E are supported on strong 
varnished glass legs, P and G. The axle, with its support 
and winch handle, are omitted in this figure. Into the prime 
conductor E there is fitted a mahogany rod H and ring I. 
In the centre of these is a metal core, which is in connection 
with the brass end of H, which fits into the conductor. The 
object of the ring and rod, I and H, is not to increase the 
quantity of electricity developed by the machine, but by its 




Fig. 42. 
The spikes connected with 
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inductive action on the walls of the room to cause more 
electricity to accumulate in E, before discharge by spark 
takes place from E. The ring is used when we wish to get 
£^long spark; and its employment will be better understood 
after Chap. V., on Condensation. 




Fig. 43. 

Instead of glass, use is now largely made of ebonite (a 
mixture of gutta-percha, caoutchouc, and sulphur), both in 
replacing the plate and the isolating legs. This substance, 
although becoming strongly - to fur and woollen, becomes 
strongly + to amalgamed silk. The ebonite, after a time, 
loses considerably its power of excitement ; this may be re- 
stored by scraping its surface with glass paper. Thin sheets 
of ebonite, which have become distorted by heating, may be 
restored by pouring boiling water uniformly over them, and 
allowing them to cool between flat surfaces. 

It is of obvious advantage that the parts of the machine 
turned towards the air and surrounding objects should be 
free from sharp points. Accordingly, the conductors are 
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always rounded in form, and made as large as conveniently 
may be, so that the quantity of electricity accumulated may 
be great, and no escape into the air may take place through 
over tension (Art. 58). 

61. Continuous Blectrophoroi. — Attempts have been 
made with great success to employ the inductive decompos- 
ing power of a given quantity of electricity, without the labour 
of continually lifting and replacing the charged and chargeable 
plate. Machines made for this purpose are called continuous 
electrophorL Bertsch's continuous electrophoros is shown 
in fig. 44 in side elevation. A is a circular sheet of ebonite 




Fig. 44. 

fastened upon a varnished glass axle B, which 
brass tops of the varnished glass legs C D, and 
by the handle E. The leg C carries the prime 
which carries towards the plate a brass arm, 
rake of spikes G ; on the other side is a brass 
a sliding brass bar H, furnished below with 
above with an isolating handle I, Opposite to 



works on the 

can be turned 

conductor F, 

armed with a 



arm, 



carrying 



or 



a knob, and 
G is a similar 
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spiked rake K, which is fastened to a brass arm in contact 
with the ball L. Throe or four sheets of ebonite, of the 
form shown in the side fignre, are beaten on both sides with 
cat's skin while the handle E is being turned, and placed in 
succession, as shown in the figure; the first, m, leaning against 
the disc A, the second, n, leaning upon the first, and so on. 
The action of the machine is as follows : the - electricity 
of m, n, and o inductively decomposes the electricity of L 
and K, repelling the - to L, and attracting the + towards K; 
this + passes through the points at K, and is deposited on 
the A side of A A'. It is carried round as the disc revolves, 
and is presented to the spikes of G, which it enters, and 
charges F and H + ly. At the same time - electricity leaves 
G, and finally partially neutralises the condition of the A' 
side of the plate. The neutral electricity is again carried 
round to K, where it is again subjected to the inductive de- 
composition effected by m, 71, 0. If H and L are kept 
separate, the result is that + accumulates on H, and - on L, 
and a rapid succession of sparks passes across them. If the 
two are in contact a circulation of electricity is established. 
If H be removed from L, and L bo connected with the earth, 
+ electricity is supplied from the earth as well as from L and 
K, which, being deposited on A', is carried round as before, 
and appears in great abundance at F. Similarly, if F and 
H are earth-connected, - electricity collects in L. In short, 
if m, w, 0, were removed, and the spikes of K were replaced 
by an amalgamed silk rubber, we should have an ordinary 
plate machine. In Bortsch's continuous electrophoros, the 
action depends upon the fact, that when a non-conducting 
substance is moved rapidly across an electrified one, the in- 
duced olcctncity of the former is not kept by the inductive 
action close to tho latter, but moves with the moving matter. 
In this machine, and in the one next to be desciibed, a 
mechanical arrangement is employed for giving great rapid- 
ity of motion to the disc. This is the less difficult, because 
in such machines, unlike the cylinder and plate machines of 
Art. 60, friction is not essential. There is, however, in all 
induction machines a mechanical force required to tear 
asunder the unlike electricities. This is especially noticeable 
in the coiziinuous electrophoros known as Holtz's machine. 



/ 
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62. Holtz's Induction Electrical Machine^ or continual 
electrophoros. In fig. 45 all but the most essential parts 
of the machine are omitted, and the parts, for the sake of 
clearness, unduly separated. AA' is a thin circular disc of 
Tarnished glass, which can be revolved perpendicular to the 
plane of the paper on an ebonite axle 0, supported on var- 
nished glass legs D and E. Close to A A' is a similar, rather 
larger, circular varnished glass disc BB', which has a hole in 
the middle for the axle of A to pass through without contact, 
and which is supported on isolators (not shown). At the 
extremities of a diameter of A (generally a horizontal one), 
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Fig. 45. 

are two spiked rakes P and G, which we will at first suppose 
to be connected by a wire II. Let the machine bo at rest, 
and let there be brought opposite to F on the other side of 
B', a sheet of ebonite K, which has been beaten with a cat's 
skin, and is therefore teeming with - electricity. This acts 
inductively through the plates BB' and AA' upon the elec- 
tricity of FHG. The + being drawn to F escapes through 
it« points and is deposited upon A\ Through G -f is also 
drawn from A. The - of A' enters, through F, the 
system FHG, and along with the - of FHG is deposited 
upon A* When AA' revolves on its axle, the — of A and 
toe + of A', act inductively upon the stationary plate BB', 



58 



UAONETISM AKD ELECTRICITY. 



fixing themselves by this induction, and enabling themselves 
to travel with the plate. When the + of A' arrives at A it 
enters G, when the - of A arrives at A' it enters F. Hence 
there is a continual circulation of the whole of the electricity 
through H. Half of the moviag plate is -ly, and half 
+ ly charged. When this circulation is once established, K 
may be removed, for the whole of the neutral electricity has 
been brought under its influence. The establishment of this 
current is at once detected by the sudden increase in the 
resistance to turning which is experienced. This is due to 
the mechanical effort required to tear away the electricity of 
AA' from the induced opposite electricity of BB'. If H is 
broken in the middle, when the machine is in electric action, 
sparks will jump across the interval; but to start with, G and 
P must be in contact in order that - electricity may reach 
A by the repulsion of K. 




Fig. 46. Fig. 47. 

It is usual to increase the effect by doubling the number 
of plates (fig. 46). The rakes are then joined in pairs, and 
the electricity passes from one pair to the other, as is seen in 
the figure upon which we are supposed to be looking verti- 
cally down. 



HOLTZ'S INDDCTION ELECTKIGAL llACBrNE. 5d 

In many machines, two " windows " or holes are cut in 
tiie fixed interior pair of platea (two in each), at the extremi- 
ties of the horizontal diameter, o and p (fig. 47), Bordering 
these holes, there are Btnck on to the plate two sheets of 
varnished paper, q and v, provided with tongues slightly bent 
into the holes towards the rotating platea. The rakes in this 
figure are concealed, for they are situated at the hack of 
both plates, and exactly behind the papers q and v. The 
excited ebonite sheet is placed upon qorv&a the machine is 
being worked in the direction of the arrows. The object of 
the windows is to release the electricity which is inductively 
bound on the moTing plate by the neighbourhood of the 
fixed plate; for, on approaching the window, the bound 
electricity on the moving plate finds no matter opposite to it, 
and is released, and so recharges the paper confirming its 
electricity. It is not found that the employment of windows 
and paper is of any noticeable advantage. Sheets of tin-foil 
may also replace the paper q and «, the ■windows being 
absent, and &e foil may be electrified, in the first instance, 
by a spark from a jar, or even one or two charges from a 
proof plane. As in 'Bertachs' machine, so here it is essential 
that &e plates should be turned round with considerable 
velocity; and for this purpose multiplying gear is used, 
which is behind the plate in fig. 48, which is engraved from 



CHAPTER V. 

CONDENSATION. 

63. Having in Chap. TV, examined the chief means of 
obtaining abundance of static electricity by frictional and 
inductive " electrical machines/' we may now assume that 
we have such sources at command, and return to that class 
of induction phenomena, which are called phenomena of 
condensation. ' *^^ - 

64. The induction between an electrified body and an 
isolated neutral one, which has been described in Chap. II., 
is somewhat different in its effect from the induction between 
an electrified body and an earth^jonnected one. The limit- 
less store of neutral electricity which the " common reservoir," 
the earth, possesses, is in the latter case available not only 

to suffer decomposition, but by its 
decomposition to react upon the 
electrical state of the active body, 
and augment its receptive power. 
65. Conceive an electrified body 
A (&g, 49) to be brought near to 
an isolated neutral one B, 1. Not 

/ \ / X ^ ^^^^ ^^^^ *^® electricity in B tend 

f , 7 1 2 ( « i to assume the attitude of 2, but 
V y \^ + J' this attitude or tendency will react 

upon A, bringing things into the 

coitdition of 3. This condition is 

/^ N^ /\/'^\ clearly opposed to the tendency of 

the electricities in each body to 

recombine, and to the effort of 

each electricity to distribute itself 

Fig. 49. uniformly over its matter. 

But if the second body B be in connection with the earth 
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Fig. 60. 



(&g. 60), the internal induced separation of tlie electricities 
in B is not accompanied by the strain of separation of elec- 
tricity from matter. For a por- -g a 
tion of the (say) + electricity of 
B may be exchanged for - , which 
change being effected, will react 
upon A, and induce further analy- 
sis of its electricity. If A at the 
same time be not only electrified, ^ — ^ 
but in communication with a con- f Z \ 
stant source of electricity, such as ( _ ) 
the conductor of a machine, — elec- v. - / 
tricity will escape from A and + 
electricity will enter it, and, con- 
sequently, the electricity of one 
kind in it will be increased beyond 
what would have been possible if 
B had not been earth-connected. 
The charging of two masses of 
matter with opposite kinds of electricity, from separate 
sources, is, of course, still more facilitated by bringing them 
close together; for, in this case, even the electricity of the 
earth has not to be analysed. 

66. The electricity so accumulated from a source upon a 
body, by reason of that body's proximity to an earth-con- 
nected one, is said to be condensed; and the appliances used 
for such condensation are called " condensers." A simple 
form of condenser is shown in fig. 51. C is a sheet of tin- 
foil resting on the table, and connected by a wire G with 
the earth. Upon this is a sheet of varnished glass B, fur- 
nished with two loops of tape D and E; upon this, again, is 
a somewhat smaller sheet of foil A, which is connected by a 
wire with an electroscope. Repeated charges, say of + 
electricity from a proof plane, may be given to F or A with- 
out causing any divergence of the leaves. For it is con- 
fronted on the lower side of A by — electricity summoned 
from the earth through G to the upper side of C. These 
paralyse one another through the glass, but cannot meet on 
account of the isolating nature of that substance. If now 
the foil A be lifted, by lifting the plate B by means of D 
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and E, ttie + electricity of A being no long'er counteracted 
causes the leaves to diverge. For the same reason pieces of 
paper, 'wafers, etc., 'which remain at rest on A, while it is 
cloae above 0, are scattered about by reciproail repulsioa 
when B and A are lifted. 




Fig. 51. 
67. A more convenient form of instrument for studying 
the effect of induction, especially in r^;ard to the difference 
in the effect, when different substances are interposed, and 
when the interval varies, is shown in iig. 62. A and E are 
two circular brass discs. A is supported by a brass leg C, E 
being isolated by the glass leg D, The plate A may be con- 
nected with the earth, the plate B with an electroscope F. 



Fig. 52. 
A may be moved parallel to itself. The netwer A and B are 
to one another, the greater the chaise which E can receive 
without causing divergence in the leaves. On removing A 
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further and further, the leaves are seen to diverge more and 
more; the greatest increase in the divergence for equal 
intervals of removal taking place when the interval is small. 
By this means successive small charges, each of which by 
itself would be insufficient to diverge the leaves, may be 
stored up in the plate B, while A is in its neighbourhood, 
and a sensible deflection of the leaves may ensue when A is 
finaUy withdrawn. 

68. By means of a similar condenser, having, however, 
both of its discs isolated, the relation between a neutral body 
and an electrified one in its neighbourhood, can be con- 
veniently studied. Thus (fig. 53), let the plates A and B be 





DDES 



Fig. 63. 

separated, and each connected with an electroscope C and D 
respectively. Let A C receive such a charge, say of + elec- 
tricity, that the leaves of C are strongly diverged. Bring B 
towards A, the leaves of C will partially collapse, those of D 
will diverge with + electricity, but the divergence of D will 
never be so great as that of C. The original free + on A 
is partly counteracted by the - which collects on B, leaving 
D + ly charged. The effect cannot be so great as the cause, 
because the resistance of the air layer between A and B has 
to be overcome. On connecting D for a moment with the 
earth, its leaves completely collapse, and those of C partially, 
the first because the free + of D escapes, and is partially 
neutralised by the earth's - . The whole of the system 
D B, from being on the whole neutral, becomes thereby - . 
More + is summoned to A, and less is left free for the 
divergence of the leaves of C. If C be now connected for a 
moment with the earth, its leaves completely collapse, and 
those of D separate; for the free electricity of C is neutralised 
and escapes, the system A becomes less + , less - is bound 
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at E, and the leaves of D diverge with - . In thia way a, 
ccntinual decreasing divergence is left in each s;st«m D B 
and C A, on touching them alternately. It is shown tiiat 
the collapse of the leaves, on touching either electroscope, is 
not due to the entire neutralization of the electricity of the 
system to which they belong; for on removing the touched 

Elate from the neighbourhood of the other, both syatems of 
saves strongly diverge, 

69. The same ia shown veiy simply by pasting sheets of 
tin-foU on both tiides of a sheet of varnished glass, somewhat 
larger than they, supporting the glass vertically, and con- 
necting both foils with electroscopes. 

70. Condengin^ Electroscope. — The condensing plate is 

often attached to the electroscope, 
so as to form a condensing electro- 
scope (fig. 54). In this instru- 
ment the top of the electroscopa 
is furnished with a large circular 
bi-ass disc A, varnished above and 
bare on its under side. The 
varnish is represented in the figure 
by a dotted line, A brass disc D 
of the same size as A is vai'nished 
on its lower, but bare on its upper 
Bide ; it is provided with an iso- 
lating handle. By means of the 
varnish on the two metal surfaces 
they are hindered from actual con- 
tact, but they are so close to one 
another that induction freely en- 
sues. We can now bring repeated 
small charges to the upper side of 
D, and during tie charging touch 
with the finger the under side of 
Fig. 64. A to i-elease and neutralise the 

electricity set free by induction (which is of the same kind 
as that given to D). D may again receive a charge from the 
same source, and so on. At last H D is removed, where- 
upon the electricity, bound upon the upper aides of the eap, 
is liberated, and the leaves diverge with the opposite kind of 
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electricity to that given to D, and which is under examina- 
tion. 

71. When a considerable quantity of electricity has been . 
condensed by such means as have been described, there is a 
great effort exercised by the two opposite kinds of electricity 
to unite. Each metallic surface, if isolated, may be handled 
with impunity as long as the neighbouring surface, charged 
with an equivalent of electricity of the opposite kind, is so 
near to the first as to hold its electricity in check. If, how- 
ever, a conductor connect the two oppositely charged plates, 
the electricities unite in that conductor, and completely 
neutralise one another. The human body, chiefly by reason 
of its moisture (Art. 18), is a sufficient conductor to allow 
the electricities to pass through it. Or when one of the two 
bodies in opposition, containing condensed electricity, is con- 
nected with the ground, and the other is touched by the 
hand, neutralization takes place through the body; a spark , 
passes between the hand and the isolated receiver of con- 
densed electricity. The effect upon the senses is, in the case 
of a strong discharge, unpleasant to most people, and not 
easy to describe. A strong discharge of condensed electricity, 
or, as it is called, an electric " shock," passing through the 
body from hand to hand, does not produce acute pain, but 
gives the sensation of a sudden pulling towards the chest of 
some internal cords which reach to the hands. 

72. For the piupose of discharging large quantities of 
condensed electricity, it is usual to employ a kmd of tongs, 
the prongs of which are metal, and the haiidle or handles of 
varnished glass. The tongs are hinged where they join the 
glass (fig. 55) 1 ; or the glass handles are attached, 2, between 
ike joint and the extremities; or 3, a thin wire or chain con- 
nects the points of a pair of tongs resembling chemical 
crucible tongs, but made of ebonite. The latter form is 
especially useful, because, without the wire, such tongs are 
available for lifting electrically charged bodies. 

73. The appearance of a spark from a quantity of con- 
densed electricity is different from that of an electrical 
machina It is whiter, brighter, gives a louder report for the 
same length, and produces for the same length a vastly greater 
physiological effect. Moreover, it is more powerful in effect- 

9 E 
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ing disruption. The nature of the spark of condensed elec- 
tricity may be examined by use of the condensing plane or 






■ Fig. 65. 

pane. This consists of two, about equal, sheets of tin-foil 
pasted on opposite sides of a somewhat larger sheet of var- 
nished glass V (fig. 5Q). The lower foil A has a tongue C, 




Fig. 56. 

which is Wrapped round the edge of the plate. The upper 
foil B has also a long tongue, which is wrapped round the 
varnished glass rod D. By rolling Done way or the other, 
B may be brought to any required distance from C. The 
upper foil B is connected wifli, say, the + conductor of a 
machine, the lower A with the earth. 

74. The Leyden Jar is a more convenient form of the 
electric pane. Its usual form is that of fig. 58 : a wide- 
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mouthed glass jar, lias tm-foil pasted amootlily inside and out, 
and on the bottom to -within two or three inches of ita 
shoulder ; the shoulder and neok are well varnished with 
sheU-lsc vamiah on the outdde ; the neok ia fitted with a 
bung of baked mahogany, in the middle of this ia a hole 
about J in. in diameter ; through this hole, and fastened in 
it by ^ell-lac, is a brass rod, carrying above a brass knob, 



Fig. 57. Fig. 58. 

and below some elastic wire, so arranged aa always to press 
gently upon the inner coating. The outside of the jar cor- 
responda to the lower foil of the pane of Art 73, the inside 
to the upper. The knob is placed against the condactor of 
an electric machine, while the outer coating ia connected by 
a wire to the earth, or simply held in the hand. If the knob 
be against the + conductor, that kind condenses in the inside, 
while —rises from the earth through the body, and condenses 
on the outside. If the knob bo held in the hand, and the 
.outer coating be held against the + conductor, the outer coat- 
ing is charged + and the inner - , If a jar, charged in the 
latter way, be touched ■with the other hand, or placed at once, 
while holding the knob, on a table which is in electric con- 
nection with the body, a shock ia felt, for the body then com* 
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pletes' tlie electric circuit. Such a jar may be placed on a 
non-conducting stand, and the band being removed &om tbe 
knob, may be applied to tbe outer coating, and tbe jar thereby 
moved. For some purpoeeB the wooden hung is dispensed 
with, and the rod (fig. 57) supporting the knob reaches to 
and is fastened upon tbe internal foil at tbe bottom of tbe jar. 
75. A convenient form of condenser, to replace tbe Leyden 
Jar, may be made by laying down a long strip of vulcanized 
caoutchouc a c (fig. 69), placing upon it a narrower strip of 
tin-foil h, folding half tbe caoutchouc over the foil 6, and 
placing another piece 
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of foil d, as wide but 
rather shorter than h 
on the top. A rod e, 
carrying aknob is laid 
Kg 69 across the end of the 

compound layer; tbe whole is rolled up roimd e, in tbe direc- 
tion of tbe arrow, and boimd round with wire which is in 
contact with the end of h, this being purposely left rather 
longer than the other layers. 



Kg. 62. Kg. 61. 

76, Another convenient form, cdmilar to the last, is one ii 

which eheet ebonite replaces the Tulcaaized caoutchouc o 
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Art. 75. A. section of the jar is seen in fig. 60, where the 
dotted lines represent the ebonite, and the continiious ones 
the foil. The spiral coils are fastened between mahogany 
discs a and b (fig. 61), and a brass band c encircles the coil, 
and is connected by a metal pin 'with that foil which is not 
connected with the central rod. Condensers of great power 
and of a compact form are also made by alternating plates of 
varnished glass with sheets of foil, and connecting IJie alter- 
nate sheets of foil on both sides of the pOe with one another, 
in a manner which is at once apparent from the sectional 
sketch (fig. 62), in which the dotted lines represent the glass, 
Tulcanized caoutchouc, paper soaked in paraMn, or other iso- 
lating body. The system of foils on one side ia connected 
with a conductor of the machine, that on the other with the 
earth or the other conductor of the machine, 

77. That — electricity accumulates on the outer coating 
■when the inner receives + can be proved by recourse to a 
modification of the experiment of Art 66. The sheet of foil 
a, connected with the + conductor of the machine, rests upon 
a varnished glass plate 6, which rests upon the foil c, which 
is connected with the earth, but lies upon the isolating stool d. 
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The plate a is charged with + and the earth wire removed. 
The plates 6 and a are lifted by means of the silk loops e and 
/, and completely removed. The foil o is- then found by the 
proof plane to be — electrified. 

Or the same may be proved as follows : — An isolated jar 
has its knob placed against the + conductor of a machine. 
An isolated metal knob is held very near to the outer coating 
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of tte jar which is being charged. Sparks pass between the 
knob and the jaj;, and the former is found to be •)- electrified, 
showing that it has lost — electricity, which has been supplied 
to the out«r coating of tb.& jar. 

78- It is usual to suppose that the electricity of a charged 
jar does not reside on the surface of the foil, but rather on 
that of the glass in close proximity with it. This view is sup- 
posed to be proved by the following experiment with a jar 
with movable coatings {fig. 64). The inner coating of the 



Fig. 64. 
jar is not pasted to the glass itself, but to a cone of wood I, 
which just fits the glass G. The rod carrying the knob of 
the inner coating I is surrounded by a little vamiahed glass 
tabe (, so that the inner coating can be lifted without touching 
it electrically. The outer coating O is a conical cup of sheet 
tinned iron or zinc. Wien the pieces are together, the jar is 
aa represented by E. In this state it Qan be chained as an 
ordinary jar. Let it be so charged and stand earth-connected 
on the outaida Take hold of the tube (, and withdraw the 
internal coating I; this will be found to have only a feeble 
charge, or none at all. Take hold of the external coating O, 
invert, and shake out the glass; the coating O will, of course, 
then be free from electricity. What has become of the 
charge) Eeconstruct the jar in the inverse order; that is, 
place over G, and invert; then, taking hold of (, place I in 
G. On connecting the knob with the outer coating, a spark 
is seen to pass c^ost as strong as if the jar had been left 
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for the same time undisturbed. Or, if the charged jar be 
isolated and the inner coating removed as before, on laying 
hold of the outer coating a feeble spark is felt. The jar may 
be taken to pieces, as before, and reconstructed, and is found 
to give a spark of almost undiminished intensity. It is certain 
from this that, when the metallic coats are removed, the 
charge resides upon the surface of the glass; but this is not 
quite the same as asserting this to be the case when the coat- 
ings are in position. 

79. £esidual Charge. — ^If a large jar be fully charged, 
allowed to stand for a short time, and then discharged by the 
jointed discharger, it is found that a secondary though much 
smaller spark may be obtained on again connecting the outer 
and inner coatings. Again, after a time, a third still smaller 
spark may be got, and a fourth, or even a fifth, is sometimes 
obtainable. These sparks are said to arise from the ^* residual 
charge," and the residual charge itself is supposed to be owing 
to the poWer which the electricity has of penetrating, or, as 
it were, sealing some distance into the substance of the glass 
itself,, each electricity being dragged towards the middle of 
the glass by the attraction of the opposite electricity on the 
opposed surface, and in spite of the tendency of each kind 
by itself to seek the surfeice. On the first discharge, the 
electricity which is still at the surface of the glass, and which 
forms always by far the largest proportion, is discharged. 
The electricities which have penetrated the glass from both 
sides are no longer so powerfully attracted; and as before 
they " soaked " in, so now for the most part they " ooze" out, 
and are ready to combine again; and so on, for the subse- 
quent residual charges. 

80. This view gains support from the fact that a spark 
will often pass through the glass of a jar when the jar is kept 
fully charged for some time, although at first it remains 
entire. It seems as though the soaking in of the electricity 
had virtually the same efiect as the thinning of the glass 
would have; namely, the diminution of resistance to dis- 
ruption. 

8L Electrical Capacity of Jar. — ^A Leyden jar of given 

dimensions, that is, having its glass of a certain thickness 
(and kind), and the opposite foil coatings of a given area, 
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can only receive a certain amount of charge. Let a LeydeH 

ar have its outer coating earth-connected, and let its inner 

coating receive a charge of + electricity, which we will call 

+ 

E . Let the thickness and nature of the glass be such that 

+ 
this E is able to fix 5 of the neutral electricity of the outer 

+ 
coating. Then d = n*E, where n is less than 1. Now the e 

+ 
reacts through the glass upon the E in the same ratio of n, 

+ . + 

and accordingly fixes neoi the E , that is, w* E . The free 

electricity on the inside is therefore the difference between 

+ + 

the total quantity and the fixed quantity, that is, E -* ti^ E 

+ 
or E (1 -n^)i which expression we may call^t The jar is 

charged when y is so great that the inner coating discharges 

electricity as fast as it receives it; and this is soon the case 

when the outer coating is isolated, because then the whole of 

+ 
the inner electricity E is free. But when the outer coating 

is earth-connected, E must be much greater, in order that/ 

+ 
may have reached the discharging point. , Since /= E (1 - n^)* 

Thus, if the glass is of such a nature and thickness, that 
n = '8, then + 

E=2-8/. 

82. An electrical battery consists of a number of Leyden 
jars having all their outer coatings connected together and 
earth-connected, and all their inner coatings also connected 
together, and in communication with the conductor of a 
machine (fig 65). If all the outer coatings have free earth 
communication, such a series of jars or battery acts like one 
jar, whose two coatings are of the sizes, respectively, of the 
sum of the inner and outer coatings of the separate jars. 
And in this arrangement, which is the one most frequently 

+ 
used, adopting the notation of Art. 81, e = n E, provided 

that the glass is alike in nature and thickness in each jar. 
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3. Sometimes the jars are so placed and connected as to 
1 That is called the "cascade" arrasgemeab (fig. C"' 




Jars 1, 2, and 3, are isolated by being placed on a sheet of 
Tulcanized caoutchouc or hj other means. The inside of 1 
is connected with, saj, the + conductor, the outside of 1 is 



Rg. 66. 
connected with the inside of 2, the outude of 2 with the 
inside of 3, the outside of 3 with the inside of 4, and the 
outside of 4, which is not isolated, is connected with the 
earth. The + electricity which enters 1 fixes and is partially 
fixed by - electricity on the outside of 1 ; this liberates + 
for the inside of 2, which induces — on the outfdde of 3, 
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liberating + for the inside of 3. The + in 3 induces — on 
the outside of 3, 'which liberates + for the inside of 4. The 
+ in 4 finally decomposes the earth's electricity, the - of 
which collects on the outside of 4. By this method of 
charging, all the jars become similarly charged, and there is 
a certain economy of labour. For the second jar is charged, 
as it were, by the waste electricity of the first, and so on. 
And if the outer coating of the last be connected with the 
inner of the first, a spark of considerable power will pass. 
Or if the jars be diacounected by the isolating tongs, and 
their outer coatings connected and their inner coatings con- 
nected, the battery is charged in the ordinary way ; but 
though more rapidly effected, the charge cannot be so great 
Ba when the battery ia charged in the ordinary way; for 
induction has to take place through as many thicknesses 
of glass as there are jars. The jars are found to be nearly 
equally charged. 

84. The Unit Jar. — The unit jar is employed for measur- 
ing the charge which is introduced into a jar. In fig. 67, 



Fig. 67. 
A is a little Xieyden jar supported horizontally on a varnished 
glass stem S. Its outer coating is in contact with a fixed 
knob C. The inner coating ia in contact -with a horizontal 
rod E, which is in connection with the conductor of the 
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inacliine. E also carries an arm B^ wMch slides over E in 
such a way that the knob B may be brought as near as we . 
please to C. The rod of knob C is in connection with the 
inner coating of the jar which has to be charged, and whose 
outer coating is connected with the earth. As the inner 
coating of A acquires, say, + electricity, its outer becomes - . 
This causes the inside of D to be + , the corresponding — 
on the outside of D being derived from the earth. This 
accumulation of + electricity in D goes on until A gets so 
charged that a spark breaks through the interval between 
C and B. The - of C is at that instant nearly neutralised, 
and the jar D is left +ly charged to an amount depending 
upon the previous accumulation of electricity in its interior, 
which is dependent on and varies with the distance between 
C and B. The unit jar is very useful for charging another 
jar equally at different times, for the jar is charged to the 
same amount when the same number of sparks has passed 
between B and C. But the intensity of the charge is not 
strictly proportional to the number of sparks, because the 
tension throughout changes as the jar gets charged. 
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ELECTRICAL DISCHARGE. 

85. We have seen that an electrified body may influence 
another body, whether electrified or not, in two ways. If 
both be surrounded by air, they act and react through the 
air in such a manner that the efiects of induction are 
produced. If one being neutral, the other is strongly 
charged; or if they be strongly charged with opposite elec- 
tricities, or if they be brought, in either case, very near to 
one another, a flash of light is seen and a sound heard. And 
these phenomena may vary in intensity from an almost in- 
visible spark and a noise not louder than the tick of a watch, 
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Fig. 68. 

to the brilliancy of a flash of lightning and the loudness of a 
thimder-clap. Conceiving a + electnfied body surrounded 
by air, and in indefinite space, we may imagine the sur- 
rounding air to be subjected to a kind of electrical strain 
or tension, the — being attracted, and the + repelled, but 
the two seeking to recombine 1 (fig. 68). The same takes 
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place with a - electrified body 2. The relation of attraction 
between dissimilarly, and repulsion between similarly elec- 
trified bodies, may be referred in kind to that of the extreme 
inductively influenced air molecules. Considering the + body 
3 holds — bound and liberates + , the — body 4 does just the 
reverse. The unbound + at the end of the 3 series unites 
with the unbound — at the end of the 4 series. By this 
release, the condition of tension of each series is destroyed; 
more — is drawn towards 3, and more + thrust away; 
more + is drawn towards 4, and more — thrust away. A 
continual neutralization takes place in the region between 
3 and 4. The nearer the^ bodies are together, the greater 
the tension of each series which is relieved. Hence the bodies 
3 and 4 approach one another, for a reason closely analo- 
gous with that which causes two suspended planes of glass 
to approach one another when hung side by side in water. 
In the latter case, we 
have a release of the 
water raised by capil- 
larity between the 
planes ; in the former 
a release of tension 
on the sides nearest 
to one another, allows 
the tension on the 
off sides to prevail. Fig. 69. 

The force required to separate electrically attracting bodies 
is expended in redecomposing their interlocked electricities. 
86. When the oppositely electrified bodies approach within 
a certain distance, the uncompensated tensions of the elec- 
tricities become so great that the equilibrium of the air is 
destroyed, and the electricities neutralise one another by air 
motion. There seems to be a greater attachment of cohesion 
between matter and + , than between matter and - electricity, 
as will frequently appear in the sequel. Consequently, although 
we may suppose an equal motion of the electricities in the dis- 
charge, yet the + is accompanied by matter, both that of the 
surrounding air and of the solid of which the + ly charged 
body is composed. Referring to fig. 68, we may suppose 
the dotted lines linking the inductively-separated elements 





78 UAONETISH AND ELEOTBICITT. 

together to be ruptured, the + pours into 4, the - into 3, 
and if the quantity of + in 3 is equal to the quantity of 
— in 4, perfect neutrality results. 

87. The Spark. — It is not difficult to understand how 
such violent molecular disturbance sets up that molecular 
vibration which is called heat, and how this, in its intensity, 
communicates vibration to aether, producing light. The con- 
dition of the "dielectric," or substance through which the 
influence is exercised, is similar when only one body is elec- 
trified, the other being neutral. But the second can never 
be so strongly electrified as the first, because the first only 
influences the second by dint of polarizing the dielectric, 
which is work expended. 

88. The spark appears in most cases single, and to travel 
from the + to the - electrified body. This is probably due to 
the fact above mentioned, that the + electricity carries incan- 
descent matter with it, which renders its passage visible, and 
because the stronger light produced near the + conductor 
produces a quicker impression on the retina. We may con- 
sider a spark to be the series of phenomena attending the 
destructive decomposition of the electricity of the dielectric, 
and the combination of its elements with oppositely electri- 
fied bodies. Without matter there is no light. The spark 
has different forms. When it takes place between closely 
neighbouring bodies, it is apparently straight (fig. 70). At a 
somewhat greater distance the path becomes zig-zag (i^g, 71). 




Fig. 70. Kg. 71. 

The departure from the straight line appears to depend upon 
the accidental want of uniformity in the air, owing to dust- 
particles, and inequality in moisture and temperature. For 
though the conductors remain rigidly in the same places, the 
image of the spark on the retina is never twice alike. -At a 
greater' distance the spark often presents the appearance of 
branching. The main trunk in such cases beiug on the + side 
(fig. 72). 
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With regard to the colour of the spark, it is found to 
depend upon the nature of the substances between which 
the spark passes (chiefly on that of the + side), and upon the 
nature of ^e gas or vapour through which the spark travels. 




Kg. 72. 

The flrst affects chiefly the region of the + pole, the latter 
affects generally the intervening space. The vdescription of 
the various colours of vapours and gases rendered thus incan- 
descent by the passage of the spark, belongs rather to the « 
science of light. It may here be mentioned, however, that 
80 constant and trustworthy are the luminous manifestations 
under constant conditions, that by comparing the spectra of 
different metals, when they form poles of high tension elec- 
tricity, means are obtained for determining the qualitative, 
and, in come cases, the quantitative, composition of alloys; 
and by comparing the spectra of electrically incandescent 
gases with those of the sun and stars, a clue is. obtained 
to the chemical nature of the aerial constituents of those 
luminaries. 

89. Other Forms of Discharge. — ^The nature of the dis- 
charge is also affected by the size or rather degree of curva- 
ture of the surfaces from which it occurs. Thus (fig. 73), if 





Kg. 73. Fig. 74. 

a metal sphere |^ in. in diameter be fastened to the + conductor 
of a powerful machine, the discharge assumes the form of a 
brush or pollard bush. On still further decreasing the radius 
of curvature of the + conductor, until it becomes a point, the 
+ electricity escapes without possessing visible structure in 
the form of a glow. The - body in the neighbourhood acquires 
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a small star-like spot of light (fig. 74). When the conductor 
of a machine is armed with a point, the accumulation of 
electricity on that point is so great that the air itself receives 
4- electricity, supplying - , and the body is discharged (com- 
pare Art. 58). The whole air of a dry room may be thus 
charged with + or - electricity by connecting one or other 
conductor with the earth, and arming the other with a point. 
That the air itself becomes electrical when surrounding an 
electrified point, is shown (fig, 75) by holding the flame of a 




Fig. 75. Fig. 76.' 

candle near to a point attached to the + conductor. The 
flame is blown away. If the candle be placed upon the con- 
ductor, and an earth-connected point be presented to it (fig. 
76), it is Also blown away. In fig. 75, the air^receiving + 
from the point also becomes + , and repels the similarly elec- 
trified point, causing what is called the electric wind. In 
fig. 76 the air about the point becomes - and repels the - ly 

induced point. In fig. 77, metal 
wires are arranged like the spokes 
of a wheel, the nave of which is 
a metal cap. The metal spokes 
are pointed and bent all in one 
direction at their ends in a hori- 
zontal plane. The whole is sup- 
ported on a pointed support 
standing on the conductor of the 
machine. The extremities of the 
wire spokes becoming + , discharge 
that electricity into the air, which, 
therefore, becoming + repels the 
Fig. 77. spokes, and drives them all round 

in the direction indicated by the arrows. This instrument is 
called the electric wheel 
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90. Belation of Heat to Discharge. — It appears that as 
discharge produces heat by the agitation of molecules, so heat 
promotes discharge. The vibration of the molecules 
of a metal may be so increased by heat that neither 
the metal itself, nor the air in its immediate neigh- 
bourhood, can maintain the strain or electric tension 
proper to an electricant or dielectric. The degree 
of heat necessary for the manifestation of such 
effects is, with metals, that known as incandes- 
cence; that is, heat so intense as to be accom- 
panied by light. This relation may be exhibited 
in a variety of ways. Fig. 78 represents an ebonite 
pen-holder armed with a copper hook, by means of 
which a hot iron ball may be held in a state of 
isolation. When at a bright white heat, the^ron 
ball refuses to receive, or at least to retain, even 
for a moment, a charge of either + or — electricity. 
On cooling down, but while still of a red heat, it 
acquires the power of receiving a - but not a + 
charge; and this distinction is maintained through 
a considerable range of temperature. At a lower I'ig- 78. 
temperature yet, but still at a dull red heat, the ball begins 
to be able to receive + electricity, and shortly after, as it 
cools, it accepts both kinds with nearly equal readiness. If 
we conceive the air -bathed and electrically air- straining 
masses of iron, 1 and 2 (fig. 79), to be respectively + ly and 
— ly electrified, and then 

tj be gradually heated, 1 2 

the air which we have , 

already partly seen (Art. jry^^<riL jl^^^^^±. 



86) to have a greater :::( i jzi -f-Y V^ 

attachment to + than to tzaVwjZT + V^y^ 

-electricity, will, sup- _"~ H"4„^+ 

posing the attachment 
between the metal and Kg. 79. 

both kinds to be equally diminished, succeed first, in the 
molecular turmoil at the heated surface, in carrying away 
the + . 

91. Again, if we take two equally-charged gold leaf electro- 
scopes (fig. 80), 1 with + and 2 with - electricity, and if 
9 F 
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vre bring earth-connected white-liot iron balls a few inches 
above the caps of each, they will be discharged with nearly 

the sair3 facility. On 
1 2 repeating the experi- 

ment continually, as 
the balls cool, it is 
found that 1, or the 
+ ly charged electro- 
scope, ceases to be dis- 
charged, though the 
ball is of a red heat, 
while 2, or the — elec- 
troscope continues to 
be immediately dis- 
charged, although the 
Fig. 80. ball has lost all incan- 

descence. This effect, which might at first sight seem to be 
opposite of that of Art. 90, is, in truth, based upon exactly 
the same relation. The charged electroscopes polarise or 
strain the air, as is shown in the figure No. 1. The 
polarised dielectric air induces - on the earth-connected ball 
above it; No. 2 induces +, so that we have the hot balls 
of 2 and 1, of fig. 80, in exactly the same predicament in 
regard to the surrounding air as the balls 1 and 2 of 
Art. 90 (fig. 79) respectively. The discharge in the second 
series of experiments (those of this Art.) does not com- 
mence at the actively electrified body, but from the induc- 
tively electrified one. But the discharge or release of strain 
is communicated through the dielectric air to the electrified 
body. 

If the hot balls of Art. 91 are replaced by isolated ones at 
the same temperature, the discharging power is in all cases 
more feeble, and the difference exhibited between the + and - 
electricities is far less marked ; because both + and — then 
exist in the same ball, although partially separated by induc- 
tion, and the difference of the effects becomes dependent upon 
the difference of the distances of the two induced electricities 
from the electroscope, which again depends upon the size of 
the balls. There is also a tendency of the two electricities to 
recombine. The same power of discharge enjoyed by hot 
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metals can also be shown by replacing the i 
pUtmom wirea, ren- 



1 balls by 



^ t 



dered iucandesceat by 
a galvanic current. 
Fig. 81 ahovra an elec- 
troscope and a Lejden 
jar being discharged 
in this manner. Thin 
platinum spirals are 
fastened to the exposed 
ends of a gutta-percha 
covered copper wire, 
the other ends being 
in each case connected 
with a galvanic bat- 
tery. The outer coat- 
ing of the jar is con- 
nected with the earth Pig. 81. 
to allow the — to escape as the + is discharged. The discharge 
of a jar depends, in the first instance, on the discharge of the 
free electricity in the inside (Art. 81) — 

which releases its proportion of —electricity on tho outside, 
which results in the freeing of some more internal electricity, 
and BO on. An isolated jar can be discharged if similar hot 
wires are placed at equal distances, one near Hie inner, the 
other near the outer coating. 

92. The power enjoyed by hot bodies of discharging elec- 
tricity is not proportional to the quantity of heat which the 
discharging body gives out, or the electrified body receives ; 
for a large sheet of iron at 100" C. may give out an in- 
definitely greater amount of heat in the same time than a 
few inches of incandescent platinum wire, although the latter 
be white hot: The former may shed, when at tiie same dis- 
danoo from the electroscope as the latter, a much greater 
quantity of heat upon it, and yet the iron at lOO" C. has no 
similar discharging effect, while the latter has an immediate 
and complete effect. And this is quite in accordance with 
the assertion of Arts. 90 and 91, that the origin of the di»- 
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charge is the surface of the hot body, and not the surface of 
the electrified one ; and that the discharge is due to the 
violence of the molecular vibration of the hot body, and 
of the air touching it, and is not to be produced by more 
multitudinous vibrations of lesser velocity and greater 
amplitude. 

93. Further, it may be shown that the source of heat must 
itself be the induced matter ; for an electrified jar or electro- 
scope is not dischars^ed when, by a lens, the heat of the sun 
is intensely concenta^ted on it f nor when it is in one focus 
of a pair of conjugate spherical reflectors and the source of 
heat in the other, although in both these cases the electiified 
body receives far more heat than it does when it suffers 
discharge by the approach of a hot body. Finally, if the 
charged electroscope and an earth-connected cold body in its 
immediate neighbourhood be surrounded by air, through 
which heat is being radiated, as that from the sun concen- 
trated by a lens, no discharge ensues. The molecules of the 
diathermanous air are not in vibration, though the aether in 
which they are enjellied is so. 

It need scarcely be added that a white-hot ball in connection 
with an electroscope prevents the electroscope being charged 
with electricity of either kind ; and as the ball gradually 
cools it permits the electroscope to be charged with — , and 
afterwards with + electricity. 

94. With regard to the temperatures at which the differ- 
ence of behaviour of + and - electricities towards a discharging 
body are most marked, it appears, from thermometric deter- 
minations, effected by measuring the heating of a given weight 
of water, when a given weight of metal at the critical tem- 
perature is plunged into it, that when, an earth-connected 
mass of iron is of, or above, such a temperature, that 1 gram, 
of it, on cooling to 0®C., gives out about 140 heat units (1 
gram, water 1®C.), the iron will freely discharge both kinds 
of electricity when two or three inches from a charged electro- 
scope. When 1 gram, of iron cooled to 0°C. gives out about 
116 heat units, + electricity just ceases to be discharged, while 
— is discharged freely. When 1 gram, of the iron on cooling 
to 0°C. gives out only 84, and under, heat units, neither 
electricities are dischargeable. 
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96. DiBcharges by Plame.— The discharging and collect- 
ing powers of flames are intimately connected with the 
discharging power of white-hot metals. If the flame of any 
burning body be connected electrically with a charged body, 
the latter soon loses its electricity. And this is sometimes 
attributed to the particles of the burning gas acting as 
removers of electricity. That this is not the case appears 
from the consideration that the removal of a portion of an 
electrified body, although diminishing the total quantity of 
electricity left, does by no means invariably diminish its 
tension. It is generally considered that the particles of the 
vapour or gas act like a multitudinous collection of points, 
affording egress to electricity of one kind, and ingress to that 
of the other. . That this is not the case is shown by placing 
a gas burner, fed by a vulcanized caoutchouc or other non- 
conducting tube, on the top of an electroscope, and charging 
the latter. On turning on the gas no discharge ensues, but 
on lighting it the discharge is immediate and complete. The 
true cause of the discharge effected by flame is doubtless the 
release of the strain of induction by tiie thermal agitation of 
the molecules, and this relief is effected in the first instance 
at the flame itself. This is shown by holding a flame above, 
and disconnected with, a charged jar or electroscope; whether 
the flame be about a body earth-connected or isolated^ the 
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Fig. 82. Fig. 83. 

discharge is very rapid. Thus (fig. 83) the ebonite penholder, 
with the hook at the end, is clothed in cotton wool and dipped 
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into ether, alcohol, benzol, or bisulphide of carbon, which ifl 
then ignited and held a few inches above a + ly or — ly 
charged electroscope or jar. The leaves immediately collapse, 
although none of the products of combustion reach the elec- 
trified body, and although the heat which is radiated to it is 
very trifling. Upward air currents, it is true, are established 
about the electroscope; but comparative experiments in 
which hot or cold air is blown from a bellows upon a charged 
electroscope without discharging it, show that such currents 
are impotent. The fleebly luminous flames of alcohol and 
bisulphide of carbon, in neither of which is there, at any 
place, solid matter, are as powerful discharges as are the 
flames of ether and benzol, the former of which is luminous, 
and the latter charged with unbumt and discombined carbon- 
A flame in the neighbourhood of an electrically charged 
body must therefore not merely be looked on as a region 
where chemical affinity is the consequence and cause of heat 
motion, but also as the place where heat motion is the cause 
as well as the efiect of electric discharge. In other words, 
just as heat causes bodies to recompose, and as the recompo- 
sition of bodies gives rise to heat, so heat causes the electrici- 
ties to combine, and their combination gives rise to heat* 
And not only are these relations similar, but, as will appear 
more fully in considering voltaic electricity, they are pro- 
bably linked together by the fact that chemical union is the 
result, as the cause, of electric neutralization. 

96. Discharge by Evaporation. — ^A metallic cup of water 

placed on the top of an electroscope prevents the electroscope 
from retaining for more than a few seconds a charge of — 
electricity, wlule it exerts a scarcely perceptible influence on 
the retention of a + charge. A lump of melting ice in a 
basin on the electroscope acts in a similar way. The + 
electricity is in both cases freely discharged if an earth-con- 
nected white-hot iron ball, a flame, or a piece of incandescent 
coke, be held over the water at a few inches distance. The 
spontaneous discharge of - electricity, in preference to + , from 
a wet surface, may be looked on in the same light as its dis- 
charge from a dry surface by a neighbouring hot body, and 
especially as its discharge by flame. In the latter case, heat 
passes by radiation from the dielectric to the electrified body; 
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in the former, such heat is similarly derived by the electrified 
body as heat of yaporization. In the case of discharge by 
evaporation, the loss of heat by the dielectric, and its gain by 
the water, takes place at the actual surface of the water, and 
hence, and on account of the great specific heat of aqueous 
vapour, comes the great amount of electrical discharge for a 
comparatively feeble range of temperature difference. 



CHAPTER VII. 
EFFECT OP DISCHAEGK 

97. Distribution on Non-Condnotors. — The point dis- 
charge may be used for distributing electricity on non- 
conducting surfaces. Tbim tbe sheets of ehonite in the 
continuous electropboros of Arts. 61 or 62, may be held over 
a point in connection with the — conductor of a machine, 
in order to become aaturated ■with — electricity, Tbe inside 
of a Tarnished glaas may be held over a similar point, and 

acquire so large a charge of 

electricity, that when. (fig. 84) 

it is placed over a number of 

pith balls, resting on a metal 

plate in contact with the earth, 

: the balls commence dancing, and 

' continue doing so for a long 

I time. Their electricities are 

I inductively decomposed by that 

I of the glass. They rise against 

gravity till they reach some 

Pig. 81 point of the glass, ■when they 

receive a charge similar to that of tbe neighbouring glass, 

and are repelled. The opposite kind of electricity, which 

collected on the outside of the glass through the body ■while 

the glass was being charged, does not undergo release by the 

action of the balls, and gradually neutralises the effect of the 

nearer but continually diminishing interior charge. On 

releasing the outer electricity by stroking the outside of tbe 

glass with the band, the activity of the balls is rein- 

■vigorated. 

98. Lich ten berg's Figures. — ^The distribution of electri- 
city of either kind on a non-conducting surface is well 
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e^bited in Lichtenbcrg's figures (fig. 85). Acate of rerfn, 
or a sheet of vamiahed glaas, or ebonite, is beaten with fur 
till it becomes strongly and vini' 
formly — electric A +I7 charged 
Leyden jar is held with ita knob 
downwards, and the knob is made 
to trace any arbitrary figures on 
the surface. A crackling noise 
is heard as the knob passes over 
the ~- surface, dischai^ing it at 
and about the points of contact, 
and recharging it then with + 
electricity. A mixture of finely- 
powdered red lead and sulphur is Fig- 85. 
shaken through a muslin bag from some height above the 
cake. By friction with the muslin and with the sulphur, 
the red lead becomes + electrified; by friction with the 
muslin and with the red lead, the sulphur becomes — , The 
red lead, therefore, as it falls seeks out the - portions of the 
plate, and is chiefly deposited upon them; the sulphur seeks 
out the + parts, that is, the part^ at and near where the knob 
touched the cake. The result is a curioiis ramified structure 
of yellow sulphur on a back ground of red lead. 

99. Pe&etrative Effect — The most noticeable penetratiTe 
effects of electricity are those eihibit^d by lightning, which 
will be briefly considered in Chap. IX. A jar, whose coat- 
ings are out of proportion laj^ compared wifii the thickness 
of the glass, will be penetrated by a spark between the two 
coatings; the penetration is usually in the form of a round 
hole, which, of course, renders the jar useless. A piece of 
cardboard, festened between the two knobs of the dischai^r 
when a battery is discharged, is found to be penetrated by a 
bole, whose edges are frayed in such a manner as to suggest 
the passage of matter 
from the interior out- 
i;rard8 both ways. A 1 
sheet of writing paper, 
in like manner, being 

held between the knol^ Fig. S6. 

of Holtz's machine, becomes perforated by the passage of 
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eacli spark. If (fig. 86) the + and - conducting bodies 
from which the spark passes are separated by a card in such 
a way as not to be exactly opposite to one another, the card 
is penetrated opposite the - pole. If, however, the air in 
winch the discharge takes place is somewhat rarefied, the 
hole approaches the middle between the poles. 

The penetrating power of a spark depends more upon the 
intensity of the^ree electricity than upon the total quantity. 
Accorduigly, the spark from a machine, such as Holtz's, may 
readily have more penetrating power than the discharge from 
a jar, especially if the latter has thin glass. For experiments 
of penetration it is necessary that the discharging knobs or 
points should be especially well isolated. 

100. Heat Effect. — ^The intense light which accompanies 
electrical discharge is evidence of the extreme heat which 
thereby prevails, since it is not the electricity which is visible, 
but the incandescent gas; and since, for gases to be luminous, 
they require an intense heat. A gas burner connected with 
the earth is placed near the prime conductor of a machine, 
if the edges of the burner are not too sharp, the spark ignites 
the gas. Or, if placed on the machine, an earth-connected 
knob near it will ignite the gas. A little cotton wool placed 
in a cup, and moistened with ether or alcohol, will be ignited 
when the knob of a charged Leyden jar is brought down 
upon it. The knob of the electrophoros is fastened to an 
isolated brass knob, held a little above a gas jet. On plac- 
ing the plate of the electrophoros on its cake - passes to 
the earth from, and + from the earth to, the plafce; this spark 
ignites the gas. On lifting the plate the electricities pass in 
the opposite direction, and the extinguished gas may again be 
lighted. Or, if a powerfully excited glass rod be brought near 
to an isolated conductor, whose further end is close to an 
open gas jet, the + repelled electricity of the conductor in 
springing over the opening will ignite the gas. On removing 
the glass rod the - passes to the earth, and the + again 
re-enters the conductor, thereby again igniting the gas. 

101. The heating effect of an electric discharge is much 
increased by introducing into the circuit some considerable 
resistance. It seems doubtful by what means this increased 
effect is produced, for it occurs far away from the interposed 
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J^esisfcance. Heat effects, as well as those of disruption, are 
often conveniently studied by means of the " universal dis- 
charger" (fig. 87). This consists of a little table a, which 
can be raised or lowered by means of the screw b. Two 




Kg. 87. 
glass legs c and d support tubes e and /on hinges. Through 
tiiese tubes pass the discharging rods g, h. If g, as in the 
figure, be connected with the earth, and the two points i and 
; brought to within an eighth of an inch of one another on 
the table, and their points covered with a pinch of gimpowderj, 
we may pass a spark from a jar by means of the jointed dis- 
charger htoe, and so to the earth through the powder, with- 
out igniting the powder but only scattering it. But if a piece 
of wet string, about 8 in. long, connects h and the discharg- 
ing rod, then, as soon as a spark is drawn from, 
the jar, the simultaneous spark across i and j 
ignites the powder. And this same enhanced 
heating effect is produced if the wet string is 
brought in between g and the groimd. 

102. The heat of the spark can be, but 
only roughly, measured by the air expansion 
produced in its passage tlu*ough a given quan- 
tity of air in a chamber (fig. 88). The spark 
leaps across the interval a, h between the 
brass knobs in the glass cylinder c, the lower 
part of which is in commimication with a side 
tube d. The main tube c and the side tube 
are partially filled with water, so that the side 
tube serves, by the rise of the water in it 
when the spark passes, acr a guage to indicate 
the expansion of the air in c. 

108. The electrio spark has heat sufficient to determine 




Fig. 68. 
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the union of chlorine with hydrogen, or oxygen with 
hydrogen or hydrocarbons, and ia of great use for thia latter 
purpose in the chemical analysis of gases in 
"eudiometers." Thus a mixture of oxygen 
and coal gaa are enoloeed over mercury in a 
tube, of which the top only is shown in fig. 
89, through the sides of which two platinum 
wires B and C have been fused, and bent so 
as nearly to meet On joining, say, B to the 
earth, and connecting C with tbe knob of the 
electrophoroa, or that of a charged jar, a spark 
passes between B and C, and if there be suffi- 
cient oxygen present, the whole of the free 
Fig. 89. M>d combined hydrogen is oxidized to water, 
and the whole of the carbon to carbonic acid. 
Toy cannons and pistols are made, whose action depends 
upon the sudden expansion of the aqueoua vapour which ia 
produced when oxygen and hydrogen are made to combine 
by means of the electric spark. 

104. When a strong discharge is made to traverae an 
imperfect conductor other than air, 
heat is also produced. Is the case 
of metals, which are nob disin- 
tegrated by the strength of the dia- 
chai^e, the heating effect can he 
measurtd. Fig. 90 shows one means 
of measurement. A platinum spiral 

of thin wire connects the two 
knobs a and h. The spiral is in a 
glass globe ^ which ia air-tight, but 
carries below a narrow tube d, reach- 
ing to a vessel of water e. The 
water stands some distance np d. 
The expansion of the air in f, 
Fig- 00. caused by the heating of the wire c, 

produces a corresponding depression of the water in d. 

105. The sudden expansion of water through which & 
spark passes is so considerable, and the water is so incom- 
pressible, that unless the water be very free to expand, the 
Tcssel holding it is frequently shattered. Fig. 91 represents 
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an arrangement, which need not be further described, for 
passing a spark through water between two copper wires in a 
glass tube. The tube is generally shattered into slender 
spiral triangular splinters, whose apices are near the interval 
over which the spark passes. 




Tig. 91. 

The disruptive effect of a spark from a battery of some 
power may be well shown by making the charge pass through 
a thin piece of gold, platinum, or silver wire, stretched over a 
sheet of cardboard. The wire is fused and volatilized, and 
driven into the cardboard, where it condenses into a charac- 
teristic streak. 

106. Light Effect. — ^The luminous effect of electricity in 
passing through various gases variously rarefied will be more 
fully considered in Book II., where it will be shown how to 
procure a yet more abundant and constant source of static 
electricity by means of voltaic electricity. It is easy by 
exhausting a tube, into the ends of which platinum wires are 
fused to obtain a discharge through partial vacuum of several 
feet in length. If the exhaustion is carried further and further, 
it is found that the tube may be made longer and longer, and 
will still allow the electricity to pass through. The discharge, 
however, assumes the form of a glow pervading the tube uni- 
formly from end to end, and assuming a blue violet colour. 
The whole aspect reminds us of the aurora, and this natural 
phenomenon is, indeed, most plausibly attributed to a closely 
analogous cause. If the vacuum be made still more perfect 
by filling the tube repeatedly with carbonic acid, and exhaust- 
ing and finally absorbing the residual carbonic acid with potash, 
the spark refuses to pass across an interval of even the tenth 
of an inch. 

The luminous appearance in the vacuum of the barometer, 
when the mercury is agitated in the dark, and which is caused 
by the friction between the mercury and the glass, also illus- 
trates the passage of electricity through imperfect vacua. 
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Various substances, especially such, as are capable of " inso- 
lation," that is, which absorb light and give it out with or 
without change of colour, are especially susceptible of being 
made phosphorescent by the electric light. Water, sugar, 
paper, but especially the sulphides of the alkaline earths, 
glow for some time after they have transmitted a spark. In 
the case of quartz the glow changes from a red to a white 
as it fades off. 

107. Magnetic Eflfect. — ^If (fig. 92) a non-magnetic steel 
needle N S, be laid upon and across a strip of tin-foil, and if 

a series of sparks, or 
a continuous stream 
of electricity, be sent 
from the prime con- 
ductor through the 
foil to the earth, the 
needle, after a time, is 
foimd to be magnetic, 
and have poles as in the 
Kg. 92. ^ figure. The polarity 

of the needle is destroyed and ultimately reversed, if, the + 
electricity passing in the same direction, the foil is placed 
above the needle, or if (being below) it passes in the opposite 
direction. If both alterations are made, the needle has the 
polarity of the figure. One can understand from this experi- 
ment how the polarity of a ship's compass needle may be thus 
destroyed or reversed by the passage across it, above or below, 
of the immense spark discharge of lightning. 

108. If an exceedingly long and thin copper wire, covered 
with silk or other non-conducting material, is wrapped into 
a coil, in the midst of which is a delicately suspended mag- 
netic needle, whose polarity is counterbalanced, as far as the 
directive magnetism of the earth is concerned, by being asso- 
ciated with a similar needle above the coil of equal and 
opposite polarity, the needle will turn round if the continuous 
stream of electricity from the prime conductor is poured into 
the earth through the copper wire, and, indeed, in such a way 
that if the + current passes beneath the needle from its south 
to its north end, the north end of the needle will turn to the 
right of an observer who Igoks down upon both needle and 
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current. It will turn in the opposite direction if the + 
current passes in the opposite direction. The arrangement 
is shown in fig. 93. The an^angement of such a pair of com- 
pensating needles and the coil will be more fully described in 
Book IL 




Kg. 93. Fig. 94 

109. EfiTect of Discharge on Neighbouring Condnctor : 

Induced Spark. — ^In fig. 94, a wire A E carries a knob A, 
which receives a spark from the prime conductor, and con- 
ducts it to the earth: let CD be a closely neighbouring wire. 
As each spark passes in A E in the direction indicated by the 
arrows, C becomes for the instant + and D - . If C and D 
be brought very near to one another, a spark will cross the 
interval between them as often as the discharge takes place 
through AR The spark between and D is called the 
induced spark, and it is seen that, in regard to the parts of 
the two wires which are near to one another, the passage of 
+ electricity and of - electricity is the opposite in the second 
(or secondary) to what it is in the first (or primary). With 
single wires thus placed side by side the momentary current 
around the secondary is scarcely perceptible. To increase the 
effect both primary and secondary may be rolled into flat 
spirals covered with some isolating substance, and placed 
close together in such a fashion that, starting from the centre 
of each, and travelling along the wire to the circumferences, 
two points remain close neighbours (fig. 95). Then, if the 
break in the secondary be closed by a thin piece of platinum 



ad UAOSETiau and ELSCTBICirr. 

wire, tlie wii* becomes red hot by the secondary discharge, 
and may ignite gun cotton with which it is in contact. The 
secondary diacharge itself 
may cause a dischai^e in & 
third neighbouring wire, 
which is Sierefore called a 

J A /nil tertiary; and as this is in 

^ [WW ' the opposite direction to 

f the secondaiy, it is in the 
same direction as the pri- 
mary. If, therefore, the 
three wires are closely jux- 
Fig. 05. taposed, the primary would 

excite a current in the tertiary by dii'ect influence in the oppo- 
site direction to that which it would cause throu^ the inter- 
mediation of the secondary. Accordingly, to obtain a tertiary 
an arrangement is made (fig. 96) by which the secondary is 
broken into two parts one of which is receptive from the 
primary, the other is active towards the tertiaiy. In the 
figure, B and C are both parts of the secondary, A being the 
primaiy. D is the tertiary, and the spark passes between a 
and /. In this way sparks of the fourth and fifth orders 
have been obtained. 





Fig. 96. 
110. Duration of Spark. — Although, on account of the 
very general phosphorescence of bodies, a body wliich has 
been illuminated in the dark for an instant by any means 
really continues to be visible after the source of light is 
extinguished, yet such phosphorescence is eo feeble that it 
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does not interfere with the examination of the extent of durar 
tion of the spark. It is a well-known fact that the effect of 
a momentary flash of light on the retina produces an impres- 
sion which endures for some time, and it does not matter for 
our present purpose whether the continuousness of the effect 
be due to a continuousness of a physical effect upon the 
retina, or to a continuousness of impression on the brain. 
Thus, a quickly-moving point of light produces the impres- 
sion of a line of light. The separate effects are blended. 
So, a rapidly-revolving white disc with 
a black section appears to be uniformly 
grey. Such a disc, however rapidly 
it may be revolving, in a dark room 
appears, when illuminated by the light 
of the electric spark, to be still; that 
is, the section is seen to be sharply 
defined. If it had moved an appreci- 
able distance while the spark endured, 
its edges must have appeared bleared 
and its general width greater. Fig. 97.' 

Velocity of Discharge. — ^The merely momentary nature of 
the diu'ation of the light accompanying the discharge is inti- 
mately connected with the rapidity of the rate at which 
electricity travels. If a number of fragments of tin-foil are 
pasted on a glass so as nearly to touch one another, and a 
spark be sent from one end of the series to the other, all the 
intermediate spaces are, as far as the eye can judge, simul- 
taneously illuminated by sparks of light ; so that any device 
traced out by the interstices becomes legible. Further, if 
several miles of isolated wii^e are arranged so as to have 
one end near to an earth-connected ball, and the other 
near to a charged jar, the instant the spark passes between 
the jar and one end of the wire, a spark passes between 
the other end of the wire and the earth. Further, if the 
wire be broken in the middle, the spark springs across the 
middle breach, as far as the unassisted judgment can tell, 
at the same instant as it passes across either extreme breach. 
But the assisted judgment judges differently ; for if (fig. 98) 
we bring the three points where the + spark 1 enters, 2 passes 
the middle breach, and 3 leaves the wire, of several miles 
9 G 
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in length; and if we receive the light from these three points 
upon a rapidly revolving plane mirror A, it is clear that if 
there be the sHghtest difference in the time of occurrence of 
the sparks, the mirror will have advanced a little in its rota- 
tion between the occurrence of the earlier and later spark; 




a 



Fig. 98. 

and in consequence of this, the reflections of the three sparks 
will no longer form a straight line. It is found that when the 
mirror moves with an immense velocity the reflections of the 
sparks are neither spots of light, nor are they all three in a 
straight line. They are seen as short lines, as represented 
in the figure by a, 6, c. If the extreme intervals are in a 
horizontal straight line, so are their reflections; but the re- 
flection of the centre spark is not in the same straight line, 
but so out of it as to indicate that the impression of the 
spark of the central breach was produced after the impression 
of the extreme sparks, and that these latter were produced 
simultaneously. The drawing out of the impressions into 
lines, of course, shows that the spark has some endurance. 
The displacement of the middle spark-impression shows that 
the discharges enter both ends of the wire simultaneously, and 
meets in the middle, and that some time is occupied in travel- 
ling from either end of the wire to the middle. From the 
rate of rotation of the mirror, and the apparent displacement 
of the central spark, we can, knowing the length of the wire, 
calculate the velocity of the discharge. It is found to vary 
according to the resistance of the wire and its surroundings. 
It may, however, travel at the rate of one or two hundred 
thousand miles a second* 
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CHAPTER Vin. 



DIELECTKICS. 



HI. We have hitherto considered induction in the same 
light as we are accustomed to consider gravity, namely, as 
acting through space from body to body, and although not 
hindered by the interposition of gaseous matter, yet not 
dependent upon the presence of such matter for ite effect. 
On the other hand, we have considered the induction which 
takes' place through one or more conductors as being the 
result of the successive decompositions of their electricities. 
If substances which, like air, are imperfect conductors, be 
they solid, liquid, or gaseous, are interposed between one 
electrified body and another, the electrical effect which passes 
through them is found to' vary in amount with the nature 
of the bodies. Such bodies are called dielectrics. The power 
which they have of permitting induction to pass through 
them is called their inductive capacity, and the ratio of the 
inductive capacity of a body to the inductive capacity of air 
is called its specific in- 
ductive capacity. The 
most perfect isolators are, 
as a rule, those bodies 
which have the greatest 
specific inductive capaci- 
ties. In order to avoid 
induction round the diel- 
ectric instead of through 
it, the arrangement of 
fig. 99 was used in the 
few experiments which 
have been made in this 
direction of research. A Fig. 99. 

and B are two hollow metal hemispheres which fit together 
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closely at their joint equator. Below is a tube C, which 
can be screwed on to the air-pump plate, and is furnished 
with a tap. Above is a wide tube D, which is filled 
with shell-lac. Through the midst of the shell-lac passes 
a brass rod, which carries above a little knob E, and 
below a metal sphere F, concentric with the compound 
spherical shell. The space between the sphere F and 
the shell A B can be exhausted to any required extent, 
or it can be heated to any temperatui^e, or it can be filled 
with any non-conducting substance, solid, liquid, or gaseous, 
whose specific inductive capacity we wish to determine. 
The specific inductive capacity is directly determined by 
using two such instruments, the one containing air, and 
the other the substance under examination. These two, 1 
and 2, must be precisely alike, and that they are so is seen 
by comparing the inductive capacity of the two when both 
contain the same substance — say air. This is done as follows. 
The knob of 1, and therefore F, receives a charge, say, of -f , 
from the prime conductor, while A B is connected with the 
earth. The whole becomes charged as a Leyden jar, of which 
the glass is replaced by air. The tension of the electricity is 
measured by touching the knob of 1 with a proof-plane, and 
conveying the charge to the knob of a torsion balance, which 
is described in Chap. X., Art. 136. If now the knob of 1 is 
made to touch the knob of 2, the outer coatings of both being 
earth-connected, and if it is found then that the free electri- 
city of each is the same, and half that of the first when it 
alone was charged, we know that the two instruments are 
perfectly alike. The amount of free electricity is inversely 
proportional to the inductive capacity, other things being the 
same. Accordingly, if 2 be filled with some other dielectric, 
say sulphur, while 1 is filled with air; and if 1 is so charged 
that the tension of its free electricity is measured by a tor- 
sion t, and if after touching the knob of 2 the tension of 1 is 
found to be less than half t, more than half the electricity 
has entered 2. But on testing the knob of 2, we again 
find less than half t of free electricity. Accordingly, 
the electrieity which has entered 2, has been more com- 
pletely inductively neutralised by the - earth electricity 
than that of 1, or sulphur is a better dielectric than air. 
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Measured ia this way, the following numbers have been 

obtained : — 

Air &t all temperalnirca and tenaions, , . 1 

Glass, 1-9 

Shell-lac, 20 

Salpboj, 2-24 

Other gases, simple and compound, bare also the specific in- 
ductive capacity 1. That induction takes place more readily 
through shell-lac or sulphur than through air, can be readily 
shown by sliding a thick cake of these substances between 
the top of an electroscope and an electrified and isolated 
metal ball, which is above the electroscope and inductively 
diverging its leaves. The leaves ai-a then seen to divei^ 
still further. 

US- Although a dielectric may readily allow the inductive 
effect to pass through 
Itself, yet its own elec- 
tricity may undergo 
comparatively slow in- 
ductive decomposition. 
Thus (% 100), a 
chai^iedl^ A is hung 
from a silk thread on 
one side of an ebonite 
plate S, which can re- 
volve; on the other 
side ia a brass ball D, 
in connection with the 
electroscope C. In- 
duction immediately 
ensues, but gradually 
tails, the leaves collapsing. If the plate be turned until a &esh 
part of it interposes, the leaves again diverge, and this may be 
repeated a number of times. It is only slowly tliat the + so 
separates itself from the -t- of the disc as to be able to 
neutralise the sphere inductively, and so diminish its action 
through the disc. So that, if (fig. 101) the dotted lines of 1 
represent the normal condition of the electric tension, both 
-H and — , the dotted lines of 2 represent the conditions of the 
electricity after the electrified sphere has acted for some time. 
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113« The condition of a body througli which induction is 

taking place, is supposed to be ex- 

ment : Numerous fibres of silk are 

immersed in pure turpentol. Two 

i I metal knobs, one connected with 

^p I I the earth, the other with one of the 

conductors of a machine, are 
plunged beneath the surface of the 
liquid. The fibres arrange them- 
selves from pole to pole, joining 
one another end to end. The ex- 
Fig. 101. periment appears to show that 
induction in this case is not a superficial action, but even in 
this respect the evidence is not quite conclusive. 
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CHAPTER IX. 

OTHER SOURCES THAN FRICTION. 

114. Pyro-electrioity. — ^In Chapter I., Art. 29, a few other 
means beside friction were mentioned, by which static elec- 
tricity can be developed. A few such instances may be 
examined in this chapter. Certain crystals, when being 
heated, acquire a distinct electrical polarity, that is, one 
region of the crystal becomes + electrical, the opposite region 
— . In every case where this happens, exactly the opposite 
polar condition is established as the crystal cools. Tourma- 
line (essentially a borosilicate of magnesium and aluminum) 
is of a rhombohedral form. It is most generally found as 
little crystalline prismatic rods, the central line of which 
may be called the crystalline ads. The crystals are in 






Fig. 102. 

section (perpendicular to the axis) triangular, with the angles 
of the triangles replaced by more obtuse angles, so that the 
prism has nine faces {Ag, 102). The ends of the crystal are 
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each formed by three faces of the rhombohedron. But while 
at one end of the crystal the intersections of these faces pass 
through the three prominent edges of the crystal (2), at the 
other they fall upon the centres of the three prominent 
faces (3), the whole aspect of the crystal being as 4. Such a 
crystal on being heated, provided its temperature to begin 
with is not below 10° C, becomes + electrical at the end A or 
2, and - at the end B or 3. This polarity continues while 
ihe crystal is being heated up to about 150°C. If the rise 
in the temperature is arrested, the crystal immediately loses 
its polarity, at whatever temperature it may then be. On 
beginning to cool, it becomes again electrical, but with reversed 
polarity, B or 3 then becoming + and A or 2 - . Such polarity 
as before is at once lost, if the change of temperature is 
stopped. The end A is sometimes called the analogous pole, 
for there the rise in temperature co-exists with + (both the 
same sign). The pole B is the antilogous pole, for there the 
gain of heat coiTesponds with - electricity. The polarity of 
the tourmaline may be shown by hanging it and heating it 
over a hot plate; or, better, by wrapping each end in a 
separate piece of platinum wire, which is stiff enough to 
support the crystal, and connecting the wires with the two 
poles of the electrometer described in Art. 136. 

Sugar, boracite (borate of magnesium), also show electrical 
polarity when being heated, and the opposite kind when 
being cooled; and, as in the case of tourmaline, the polarity 
is related to the crystalline form, and especially to the atti- 
tude of the terminal facettes. There is no doubt that pyro- 
electricity may be excited in a great number of crystals, but 
the exhibition is less marked than in these three. 

115. Pressure Electricity. — ^If two perfectly similar bodies 
are pressed together and separated, it is clear that neither of 
them can exhibit electrical excitement. For electric excite- 
ment being electric decomposition, there can be no reason 
why one body should become + rather than the other. But 
whenever two bodies, which differ only in temperature, are 
pressed together, they are found on sepai'ation to be so elec- 
trified that the originally cooler body has become + , the hotter 
— . And this is in accord with what we have already seen, 
and what we shall examine further in Book II., that heat 
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and + electricity move together. It is of course necessary 
for the development and examination of the static electricity 
produced by die pressure between bodies, that one at least of 
them should be a non-conductor. 

If a piece of cork is pressed against caoutchouc, coal, 
amber, shell-lac, zinc, copper, silver, or hot calcareous spar, 
it becomes + ly electric, the substances named becoming — . 
The cork becomes - ly electric after pressure upon dry fur, 
flannel, skin, etc., also with sulphate of barium, sulphate of 
calcium, fluor spar, and cold calcareous spar. 

The greater the pressure with which bodies are pressed 
together, the greater the amount of electricity found on them 
after separation. The separation according to planes of crys- 
talline cleavage of parts of a crystal, also gives rise to electric 
phenomena. Hence, possibly, the luminosity observed when 
crystals are formed [the crystallization of arsenious acid 
out of a hydrochloric acid solution (the recombination of the 
arsenic from chlorine to oxygen)], and also the light apparent 
when crystals of sugar, quartz, etc., are rubbed together. 

The overcoming of the cohesion when sheets of mica are 
split, is also accompanied by the electrification of both laminae, 
one + ly the other - ly. And in this case the electrical polarity 
is restored when the halves are again pressed together and 
separated. The relation of the polarity to the attitude of 
the plane of cleavage to the crystal faces, has, in this case, 
as far as I know, not been examined. 

116. Electricity of Evaporation. — Perfectly pure water 
does not become electrical on evaporation; but if it contains 
free oxides of the alkaline metals, or alkaline earth metals 
(oxides of potassium, sodium, calcium, bariimi, etc.), the water 
becomes + during its evaporation, the vapour becoming-. 
When water, which contains any soluble acid or carbonate, sul- 
phate, chloride, nitrate or acetate, is evaporated, t^je water and 
its containing vessel becomes - , the vapour + . It is owing, in 
the opinion of many, to the relationship between the vapour 
and residual water, when such salt solutions evaporate, that 
the electricity of the air is to be attributed (see Art 118). 

When water evaporates under pressure greater than one 
atmosphere, the quantity, of electricity developed increases 
with the pressure, but in no case does it appear unless the 
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water contcdn some of the above aalts in solution. A boiler 
vhich has beea much used, and in which there is a depodt 
of " fur" (carbonate and sulphate of lime, oxide of iron, etc.), 
may have its electrical poiftrity reversed, the steam becoming 
— and the boiler +. Such a boiler cleaned and washed out 
with caustic potash or soda, again yields + steam. 

Attempts have been made to utilise the electricity of steam, 
as a sotuxe of electricity, in place of the ordinary maohines, 
and it is fomid that the action of such instruments depends 
greatly upon the triction encountered by the escaping steam. 
Accordingly, in the hydro-electric machine, high pressure is 
employed, and the orifice through wMdt the steam escapes ia 
constricted. Fig. 103 shows one of the steam noezlca in 




section. In the %ure, C represents a projecting sheet of 
brass in the steam pipe, and dd a lining of hard wood in the 
nozzle, which increases the effect of the friction in producing 
electricity. In fig. 103 a number of such nozzles are seen 
side by side; the steam from them passes between two metal 
combs //, which are connected to the earth, and which 
remove the + electricity of the steam. The boiler, whjch 
stands on glass legs, acquires thereby — electricity, and 
furnishes an abundance of long sparks. 

117. Electricity of Chemical ObAage. — ^The consideration 
of this source of electricity belongs generally to Book II., 
where chemical change will be considered as giving rise to 
dynamic electricity, and thence to static electricity. A few 
instances may here be given, in which static electricity ia 
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an immediate consequence of chemical change. A mixture 
of chlorine and air, passed through a copper tube, causes the 
tube to become - , the air itself becoming + . A piece of carbon 
connected with the condenser of an electroscope, and ignited, 
exhibits - electricity. Germinating plants also become - . 

118. Atmospheric Electricity. — ^There can be no doubt 
that the more ordinary kinds of atmospheric electricity or 
lightning are perfectly identical with the frictional electricity 
we have been hitherto examiniag. But the cause of atmo- 
spheric electricity is still a matter for investigation. It is 
supposed by many that the evaporation of the chloride - and 
sulphate ~ containing sea water, and, indeed, so-called fresh 
water as well, is the prime cause of the air^s electricity; and 
there is no doubt that, as regards quantity, the cause would 
be adequate to the effect. In a serene sky, moreover, the 
atmospheric electricity is almost always + . K, however, 
the electricity of the clouds engaged in the turmoil of a 
violent thunderstorm be examined, some of the clouds are 
found to be+ and others-. Now although, as far as I 
know, no experiments have been made to prove it, we might 
almost assume, by analogy, that when neutral vapour of 
water partly condensed, the condensed part would be - , the 
imcondensed + . Eresh vapour we know to be + , and hence 
violent motions of attraction and repulsion. Vegetation has 
been regarded by some as a prime source of the atmospheric 
electricity. But electric storms arise so far out at sea, that 
we must consider the ele<;tricity of vegetation not essential. 
Judging again wholly by analogy, there can be but little 
doubt that when two unequally heated currents of air en- 
counter one another, the colder must become + , the warmer 
— electrical. If the latter be moist, the vapour condeiised 
in it, by contact with the colder current, will also be - . 

119. The nature of the electricity which exists in the air, 
or in clouds, is determined by raising some long and pointed 
conductor, such as a sharply pointed copper wire, to lite sky, 
and isolating it. The lower end may then be tested, and its 
electricity will be the same as that about the raised point. 
When the air is so much charged with electricity as that 
there is danger of a spark passing from the lower end to the 
earth, the two are connected together. A paper kite, flown 
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by a wet string, or one in "whicli a thin copper wire is in- 
woven, also seems to gather the atmospheric electricity. In 
such a case the lower end of the string must be fastened to 
a dry silk cord to isolate it from the hand. In meteorological 
observatories, the collector is usually a flame at the end of a 
conducting rod penetrating the atmosphere. The flame 
collects better even than a multitude of fine metallic points. 
Another means of causing a body to assume the electrical 
condition of the surrounding air is to connect it with a 
cistern otherwise isolated, and to allow water to drop con- 
tinuaUy from the cistern. In whatever condition the water 
in the cistern may be at first, in regard to the surrounding 
air, the two soon become alike; for the drops, as they form, 
increase the collective surface of the liquid, and therefore 
weaken the electricity on it. On falling, they thus remove 
electricity. 

120. If we imagine two equal drops of water charged with 
electricity of the same kind to be brought by any means to 
coalesce, the resulting drop must have twice as much elec- 
tricity as its constituent drops had; but the surface of the 
collective drop is not so much as twice that of each con- 
stituent drop, consequently the collective drop is over- 
charged. Whatever causes electrified drops of water to 
grow by adhesion of other equally electrified drops, must 
bring the condition of charge higher. Perhaps it is for this 
reason that a downpour of rain generally quickly follows a 
flash of lightning during a thunderstorm. 

121. The most favourable point from which to view light- 
ning is the top of a lofty hill, when the lightning clouds are 
beneath. The flashes are then seen to pass from cloud to 
cloud, and generally to reach the earth more rarely : at once 
suggesting to the observer that, in the most violent storms, 
the total quantity of — is about equal to that of + elec- 
tricity. From such a point of view, also having known 
objects as a background, the length of the lightning flashes 
may be approximately measured, and found to be often miles 
in length. The thunder, of course, corresponds to the tick, 
clap, or smack of the artificial electric spark. The air is 
suddenly rarefied and dispersed in the course of the light- 
ning, and rushes together again after the discharge has 
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passed. The air is thus disturbed for a length perhaps of 
miles simultaneously, or nearly so. The sound travels at, 
say, 1100 feet per second, and will take four or ^ve seconds 
to travel a mile. Accordingly, if the hearer is a mile further 
from one end of a flash of lightning than from the other, 
there will be four or five seconds between the beginning and 
ending of the thunder, supposing the sound not to be pro- 
tracted by echo. Or, again, by counting the seconds between 
the visible flash and the audible thunder, we get a measure 
of the distance of the nearest point of the discharge. 

122. The heat of the lightning is often sufficient to set 
fire to houses and dry trees; it seeks the readiest conductor 
to the earth. It melts metallic conductors if they are in- 
sufficiently thick. Less perfect ones it scatters, forcing them 
to convey the electricity. It enters the ground, and some- 
times fuses sand into the form of siliceous tubes. On exposed 
plains it seeks out the most prominent object, moving or 
stationary. They who seek shelter from a thunderstorm 
beneath a tree, invite destruction; for the lightning, enter- 
ing the lofty branches, meets with resistance in its passage 
down the trunk, and will divide, so that a portion will pass 
through the better conducting body. 

123. The Betum or Back Stroke. — In most cases, when a 

stroke of lightning proves fatal, it is by the direct passage of 
+ electricity into the body, and — out. If a man be im- 
perfectly isolated, he gradually becomes charged with - 
electricity when a + charged cloud is hovering over him. 
If this cloud be suddenly discharged by a flash between it 
and any other object, the man finds himself suddenly loaded 
with — , which, owing to his imperfect contact with the 
earth, cannot at once escape by the way it came. Conse- 
quently, — * electricity leaves the man, and + enters him 
from IJie earth in the form of what is called a return stroke, 
which may knock him down. If a man be very perfectly 
isolated, the neutral electricity of his body may be induc- 
tively decomposed by the neighbourhood of a charged cloud. 
When such a cloud is discharged, the electricities in the 
man's body recombine, and a considerable shock is felt, 
though, like the return shock, this is seldom or never fatal. 
ISH. Hie induotiye charging of the earth's surface with ** 
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electricity beneath a + ly charged atmosphere, is often seen 
to result in the existence of a brush or point discharge of — 
electricity. Thus the masts of ships, the bayonets of soldiers, 
the very fingers of the outstretched hand, are sometimes seen 
to glow with a discharge of — electricity, exhibiting what 
is sometimes called St. Ehno's fire. 

125. Lightning: Conductors. — Buildings and ships are 
frequently furnished with lightning conductors, which con- 
sist of thick metal rods projecting several feet above the 
object to be defended, sharpened above into one or more 
points, and connected below with some good conductor, in 
good or abundant connection with the earth. A ship is 
thus protected by carrying a copper rod down the main-mast, 
and connecting it with the copper sheathing of the ship. A 
lightning rod, used to protect a building, may have its lower 
end connected with the service of water pipes, or, failing 
these, it may be led into a well or pit full of charcoal. It is 
not the proper function of a lightning conductor to convey 
to the eaith an electric discharge which may strike the build- 
ing to which the conductor is attached; but to prevent such 
a discharge from occurring, to exhaust the electricity of the 
cloud by, as it were, tapping it, and to throw into it elec- 
tricity from the earth of the opposite kind. A lightning 
conductor is said to protect a region around its base, whoso 
diameter is twice the height of the point of the conductor 
from the ground. 

126. The difference in colour of lightning discharge appears 
to depend wholly upon the degree of moisture in the air, and 
to the height above the earth at which the spark passes. 
There are, however, many well authenticated instances of 
lightning assuming another form, and one which at present 
cannot be imitated by artificial means. It appears in some 
cases as " fire balls," or masses of light of great intensity, 
which move with a comparatively low velocity. Such 
meteors, which may properly be called thunderbolts, appear 
to avoid contact with the earth, and usually cease their exist- 
ence with an explosion, from which no solid matter reaches 
the earth. Such phenomena are rare, and are so threatening 
and portentous, that the observers of them are seldom in a 
condition to give very trustworthy descriptions of them. 



CHAPTER X. 
ELECTRICAL* MEASUREMENT— POTENTIAL. 

127. Unit of Electricity. — Static electricity is generally 
measured by its mechanical effect in producing attraction or 
repulsion. Let us imagine two indefinitely small bodies, 
both + ly and equally electrified, at the distance of 1 meter 
from each other. They repel one another with a certain 
force which may be represented by a weight, say, frac- 
tions of a gram. We might adopt as electrical unit that 
electrical quantity, which, eidsting in the two bodies, pro- 
duces a repulsion of •;; gram. Instead of employing the 
actual force thus measured by weight, it is usual to express 
the force by taking the velocity which the force, acting for 
a unit of time on a imit of mass, would give to that mass. 
Each of two equally charged bodies is said to have a unit of 
electricity, if, when at a distance of 1 centimeter from one 
another, the one will repel the other with a force which in 
1 second of time would impart a velocity of 1 centimeter a 
second to 1 gram of matter. 

128. If we conceive a imiformly charged conductor to 
shrink in size, the total quantity of electricity on it will 
remain the same, but there will be a greater number of 
electric units per imit-area than before : the electricity has 
become "denser" or of a higher "tension." If a small jar 
be charged, it may give a shock sufficiently powerful to be 
extremely disagreeable ; but if the charged jar be connected 
outside and in with a large empty jar, the shock from the 
two produces a much less painful effect, although the dis- 
charge appears equally instantaneous as before, and the same 
quantity of electricity passes. So in Art. 67, in examining 
the distribution of electricity on irregularly shaped conductors, 
we have found there to be a greater quantity of electricity at 
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those points where the curvature is greatest. We likened 
the electricity to an atmosphere of varying depth, and because 
there is no evidence of the existence of an electric atmosphere, 
we likened the state to that of tension, density, or elasticity, 
which would result from the superincumbent pressure of an 
aerial atmosphere of varying depths. 

Imagine the earth and its air to be at rest in space, and 
free from all influences beyond their own gravitation. The 
air would then be at rest upon the face of the water ; it 
would thinly clothe the lofty mountains, and densify itself 
in deep mines. In the latter, its density, elasticity, tension, 
would be greater than on the former ; but there is universal 
rest : for the greater tension is produced by the greater pres- 
sure. Let us suppose now that we take a rigid cubic foot 
vacuum, and bring it in succession to the various parts of 
the atmosphere, there open it, close it, and remove it : we 
would get more air from the depths than from the summits. 
The rigid vacuum is the proof plane of the electrical experi- 
ments of distribution ; or again, conceive such an atmosphere 
to be probed by a rigid vacuum tube of infinite length, one 
end of which is opened at different depths, and imagine the 
vacuum to be kept constantly perfect. Wherever the open 
end of the tube were placed, the whole of the atmosphere 
would ultimately pass through it. The vacuum tube is the 
earth-connected wire of the electrical experiments. 

If a mass of dense air were suddenly exposed on the top of 
a mountain, or a mass of rarefied air at the bottom of a mine, 
the whole atmosphere would be disturbed. 

In cases of aerial or electrical distribution resulting in 
unequal tension, there is no resulting tendency to motion, for 
there is no motion. 

129. Potential. — If we lift a kilogram a meter in height 
on to the top of a pedestal, and there let it rest, we have done 
an amount of work which we may call a kilogrameter. An 
indefinitely small touch may topple it off, and it will, just 
before reaching the ground, have acquired a momentum 
which is equal to the work done in lifting it. By lifting 
the kilogram against gravity, we have therefore stored up 
work in it much in the same way as if we had elongated a 
spiral spring, whose lower end is fastened to the earth, and 
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booked the upper end to a hook a meter above the ground. 
The work which the kilogram is capable of doing, by dint of 
its momentimi on reaching the earth, is equal to the work 
done in lifting it. The work which a raised body is capable 
of doing, if it fell a certain distance, is called the potential 
work of the body, or simply, its (mechanical) potential. 
It is clear that potential is relative, depending upon the 
attraction between the earth and the body,, and though the 
mass of the body be constant, the potential will vary with 
the distance between the two; that is, from what level above 
the earth the kilogram is raised a meter. 

130. Instead of a unit of weight, let us take a imit of 
electricity, which was defined in Art. 127. Let us take the 
electrical condition of the earth as 0, or neutral, just as we 
considered the body in Art. 129 to have no height. The work 
done by the unit of electricity, in moving from its place to 
the earth (not necessarily descending), is the unit of potential. 
The electrical potential of a body is the mechanical work 
which the electricity of the body is capable of doing in pass- 
ing to the earth, or other indefinitely great reservoir of elec- 
tricity of the same kind as the earth's. Two bodies have 
diflferent potentials when work is done by the electricity of 
the one of higher potential moving towards that of the lower. 
Potential may be defined as the preparedness to do work. If 
we force two similarly electrified bodies towards one another, 
and hook them near together, or if we separate two dissimi- 
larly electrified bodies and prop them apart, we do mechanical 
work, just as when we compress a spring, or separate the 
kilogram and the earth ; and the work they do in resuming 
their portion is in all cases equal to the work we have 
spent. 

131. It follows from the above, that all conductors in con- 
nection with one another are in the same state as regards 
their electrical potential, however difierent the tensions may 
may be upon them ; for if there were any difference of elec- 
trical potential, electrical motion would ensue. Accordingly, 
when the inside of a Ley den jar is charged, the outer coating, 
being earth-connected, maintains its potential always constant, 
namely, that of the earth or ; there is no tendency to 
motion. On working a frictional machine, the prime con- 
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ductor acquires a higher potential than the earth ; and what 
we have hitherto considered the - of the rubber, we may 
now regard as being simply electricity of a lower potential 
than that of the eaji;h. The potential between the prime 
conductor and the rubber conductor, supposing them both 
insulated, is the sum of the potential of both referred to the 
earth. Just as the diflference of temperature between + 20° C. 
and - 20° C. is 40° C, in which the temperature of freezing 
water represents the electrical potential of the earth, and is 
taken arbitrarily as zero. 

132. Measurement: Electrometers. — From what has been 

said, it follows that electrical potentials, or rather their dif- 
ferences, can be measured in work units ; and since quantity 
of work is independent of the time in which it was done, 
we may refer potential to the unit electric force, namely 
(Art. 127), that quantity of electricity with which, if two 
indefinitely small bodies at the distance of 1 centimeter are 

charged, they will repel one 
another with a force which 
will, in one second, produce 
on a gram a velocity of 1 
centimeter a second. Taking 
in the equation v =ft, at the 
end of 1 second w = 10 meters, 
we have the static force cor- 
responding '001 gram, which, 
acting on a gram for 1 second, 
would give it a velocity of 1 
centimeter a second. 

133. The gold-leaf electro- 
scope may be used roughly as 
an electrometer to show the 
difference of potential between 
the leaves and surroimding 
bodies. The pith-ball electro- 
meter, formerly called the 
Pig. 104. quadrant electrometer, is a 

convenient form when we wish merely to judge when a body 
has received a certain quantity of electricity (&g. 104). It con- 
sists of ft bras9 rod c 5, which fits into the prime conductor; at 
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( ia hinged ci light wooden rod b a, which carries a pith ball a. 
The rod and ball pass over a quadrant scale d. U no jar be 
connected with the conductor, a very few turns of the handle 
of the machine will send the ball far away np towards d, and 
there it will stop, the conductor quickly attains its maximum 
potential; all electricity beyond this amount escapes into the 
air. But if the Leyden jar be attached, it takes a longer time 
for the high potential to be reached. The outer coating keeps 
the earth's potential, the inner goes on increasing in quantity, 
and pari passu in potential But owing to the inductive 
condensation, a. much larger quantity must enter the jar 
for the potential to be as high as before. This happens 
when the ball a stands as high as it did before. Beyond this, 
as before, no working of the machine will increase the chwrge; 
134. The law connecting electrical attraction and repulsion, 
with the distance at which 
they take place, was estab- 
lished by USB of the torsion 
electrometer. A thin wire a 
(fig. 105), fastened above to a 
nut b, which carries an index 
c working over a scale of de- 
grees d; the nut and scale 
are supported on a glass tube 
e, which is fastened to a glass 
cover on the cylindrical glass 
vessel g; the wire a carries 
a horizontal rod of shell'lac 
A, at one end of which is a 
^t pith ball i; the ball t rests 
against ^mother gilt pith ball 
k, which is connected by a 
wire passing through the 
plate y to another ball I. 
Aroimd the cylinder is a 
scale of degrees m, in the 
same plane as the plane of Kg- 105. 

rotation of the stick of ahell-lac. The whole ia so 
arranged that when t and A are in contact, i is just oppo- 
site the aero of the lower scale, and the index of the upper 
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nut is also at zero on the upper scale. Let I receive a 
charge, this is immediately shared with k and i; they repel 
one another, and i is driven avray and brought to rest by the 
torsion of the wire a. By the law of torsion, the angular 
disturbance of i, an measured on the scale m, is the exact 

measure of the force of torsion, 
and therefore of the force of re- 
pulsion. We may call the force 
of repulsion, therefore, simply a, 
if a be the angle of torsion. And 
if r be the radius of the circle 
along which i moves (&g, 106), 
the distance in a straight line 
between i and ^ is 2 r sin. 
^. Let now the nut h be 
turned in the opposite direc- 
Fig. 106. tion to that in which i moved 

until the direct distance between i and ^ is half what it was 
before, and let B be the angle now between i and k. Then 

2 r sin. J = 4 r sin. ^, or sin. J = 2 sin. ^. Li order to effect 
this, it is found necessafry to turn b through an angle y, such 
that y + /3 = 4 a. In other words, to halve the direct 
distance, the torsion must be increased four-fold. And, 
universally, the repulsion varies inversely as the square of 
the distance. For small angular disturbances, the chord so 
nearly coincides with the arc, that the arc or angular dis- 
placement may be employed without sensible error in place 
of the straight line distance. That this is, indeed, the law 
of electrical attraction and repulsion, is proved by the cir- 
cumstance that a body inside an electn£ed shell is not 
electrically disturbed, however it may be situated towards 
the circumference. If it be near one side, its nearness to 
the side is exactly counterbalanced, as far as electrical effect 
is concerned, by the larger amount of more distant surface 
on the other side, which tends to influence it in the opposite 
sense. The same is true with gravity. A heavy point will 
remain at rest anywhere within a hollow attracting shell. 
And this can happen nohow but by the existence of the law 
of attraction, varying inversely as the square of the distance. 
135. Another form of electrometer employs the directive 
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magnetism of the earth, in place of torsion, to bring repul- 
sion to rest. A ring of brass A (fig. 107) carries a knob of 
brass B above, and is supported below on the isolating sup- 
port C. From the lower inside of the ring rises a metal 
point D, upon which turns a short bar magnet w, 8, Fast- 
ened to this, and also in a horizontal plane, is a smooth gilt 
wooden rod E,F. When the needle has 
arranged itself in the magnetic meridian, 
the stand is turned round imtil the rod 
E, F touches the ring. On giving a charge 
to the knob B, the ring A and the bar 
E, F also share it, repulsion ensues, and 
the rod takes up a position when it is in 
equilibrium between the repulsive force, 
between the similarly electrified bodies and 
the directive magnetism of the earth. The 
latter increases to its maximum at 90% 
when the needle is east and west. The 
former diminishes, not onljp as the distance 
of each end of the rod from the ring in- 
creases, but because repulsion ensues and 
increases in the opposite direction from the 
opposite side of the ring. The indications Fig. 107. 
of this electrometer are also not independent of the ever- 
varying absolute magnetism of the earth, 

136. The Qnadrant Electrometer, to which the name is 
now more generally given, is similar in principle to the above; 
but it has several advantages. It is seen in fig. 108 in its 
simplest form. It consists of four brass quadrants A, B, C, 
D, in a horizontal plane, forming a brass circular disc, with 
diametrical strips cut out. Each quadrant is connected 
below with the opposite one. Thus, A and C are connected, 
so are B and D. Two brass knobs, with wires E, F, are con- 
nected with two neighbouring quadrants, and these form the 
poles of the instrument. Above the centre of the quadrants, 
and above one of the diametrical divisions, is hung an alimii- 
num sheet, with smooth edges G, of the form shown in the 
margin. G is hung by a very thin silver or platinum wire 
from the inside of a small Leyden jar H, which is supported 
by I, and whose inside is in connection with the knob K, 
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The adjusting Hapports, glass shade, and means for keeping 
the instrument dry, are not 
shown. If E receive a charge, 
say of + electricity from an 
electrophoroa (Art. 45), the 
needle G shares it, and re- 
mains at rest as long aa E 
and F aie equipotentiaL If 
E be connected with the 
earth, so are D and K 
Then if F receive a charge 
of + electricity, C and A 
share it, and there is repul- 
sion between them and the 
needle, causing the latter to 
turn in the opposite direc- 
tion te the hands of a watch 
when looked at from above. 
A little plane vertical mirror 
L is fastened to the torsion 
wire, and a beam of light is 
focussed upon it. The motion 
of the reflected image of this 
beam, on a distant st^e, shows 
and multiplies the apparent 
motion of G. If F receive 
a — charge, the needle G 
moves in Qie opposite direc- 
tion. Means are employed, 
which need not here be de- 
scribed, for keeping K. and Q 
uniformly chained. By this 
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instnnnent the difierence of potential between the earth and 
a body brought near or teuching F can be measured, or if 
both £ and F are isolated, the difierraice of potential of 
two bodies in contact with them can be measured. 

137. How high tension electricity is developed by contact 
of dissimilar conductors, will be considered in Book II., whei« 
chemical change will be considered as one of the sources of 
low t^ision, or galvanic electricity. 
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CHAPTER L 

SOUKCES OP VOLTAIC ELECTRIOITY. 

188. The terms Voltaic Electricity, Galvanism, Dynamic 
Electricity, Low Tension Electricity, Current Electricity, 
Contact Electricity, and Chemical Electricity, are used as 
names for the kind of electricity which has to be examined 
in this Book. The relation between this kind of electricity 
and that considered in Book L, does not find its counterpart 
by the comparison of any other two known physical forces; 
and although factional and Yoltaic electricities are most 
intimately related to one another, they are scarcely more so 
than are light and heat, or even thaii heat at rest (in the 
sense of undergoing no change of place or quantity), and 
radiant heat. It is better until the common origin of the 
two is better understood, and hence their precise relation to 
one another established, to use some trivial name, such as 
voltaic electricity, rather than one which may only serve 
to perpetuate our present very imperfect knowledga The 
reason why the other expressions have been used w^ abun- 
dantly appear in the sequel; for each expresses an important 
series of facts. Our first object will be to show that certain 
of the effects which we have seen in Book I. to be produced 
by Motional electricity, are also producible by this new kind 
of electricity. 

139. Preliminary Connection between Frictional and 
Voltaic Electricity. — ^If a piece of ordiimry impure zinc* be 
* Containing usually iron, arsemo, and sometimefl cadmimib 
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plunged into a glass of dilute sulphuric acid^ so tliat a portion 
of it is above the liquid^ bubbles of hydrogen appear on the 
surface of the metal in the liquid: this portion gradually 
dissolves^ and sidphate of zinc is formed. Perfectly pure 
zinc is not attacked by the acid. Pure copper is also not 
attacked by dilute sulphuric acid. A strip of zinc and a 
strip of copper may bl partly immersed, side by side, in a 
glass of dilute sulphuric acid^ and so remain for an indefinite 
time without being acted on. Let now their projecting ends 
be connected by a wire of any metal. Immediately the zinc 
begins to dissolve, and bubbles of hydrogen collect on and 
rise from the surface of the copper. This action ceases 
immediately the metallic external communication is inter- 
rupted and recommences as soon as it is re-ostablished. 

140. Let a wire (fig. 110) be fastened connecting the zinc, 
Zn, with one plate A of a condenser (Art 67), and another 
wire connecting the copper, Cu, with the other plate B. Let 
both plates be isolated, and let A be connected with the 
electroscope C and B with the electroscope D. Connect A 
and B metallically for a moment, and then disconnect them. 




B 




Zn. C*. 



Fig. 110. 

Next, disconnect the wires e and /, and remove the plates 
A and B from one another. The electroscope leaves D will 
diverge with + , those of A with - electricity. 

Or, on touching the Cu with a proof-plane, sufficient + 
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electricity collects upon it to give motion to the needle of 
the quadrant electrometer of Art, 136, Book I. Sufficient - 
collects on Zn to give to the proof-plane the power of turning 
the needle in the oppo^te direction. 

141. Kezt {fig. Ill), connect Zn and Cu hy a wire, and 
Etretch a portion of the wire horizontally north and south. 
Place a magnetic needle SN beneath 
the wire. The end IT, which points to ^ 

the north, will turn to the east, just 
as if Cu had been the prime conductor 
of an electrical machine, and Zn the — 
conductor on the earth. Compare Art. 
108, Book I. Again (;fig. 112, 1), place 
the connecting wire in any horizontal 
position, and lay a non-magnetic steel 
needle above and across it. The needle 
will become magnetised, fig. 112, and 
its end A will afterwards point to the 
north, just as in Art. 107, Book I., it 
was found that a discharge from a jar 
effected the magnetization of a needle 
lying on a piece of tin-foil through 
which the discharge parsed. And pre- 
cisely as in the latter case, when the -i- 
spark was sent in the opposite direc- 
tion, the magnetic poles were reversed, Fig. 111. 
BO here (fig, 112, 2), if C be connected with Cu and D witli 
Zn, then A B will be found to be so magnetised that A points 
to the south and B to the north. Clearly, therefore, the wire 
connecting the copper with the zinc is in some respects in 
the same predicament and condition as the wire cojmecting 
the + conductor of the electrical machine with the earth or 
with the — conductor. But the conditions of the wire in 
the two cases is far from identical The wire conducting the 
prime conductor with the earth haa to be wound round the 
magaetio needle a very great number of times (Art. 108), and 
the needle has to be rendered astatic in order that it may be 
swayed by Mctional electricity. A single roughly hung 
needle is swung violently round by tho sine and copper 
connecting wire passing parallel to it above or below. Con- 
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sequently, we might judge that the electricity of the zinc and 
copper-connecting wire were simply more powerful or greater 
in quantity than that of the conductor and earth-connecting 
wire. And this view would be supported by the fact that 
the copper-to-zinc wire is incomparably more powerful in 






Z»:=^ 



W^- 



Fig. 112. 

magnetizing and demagnetizing a bar of steel laid across it 
than is the tin-foil of Art. 107, through which a series of 
sparks pass from a powerful Leyden battery. But while the 
spark from a Motional machine may be some feet in length, 
while the condensed spark of the Leyden battery may be 
several inches, and the lightning flash several miles long, the 
electricity of the copper-to-zinc wire is destroyed, that is, 
its magnetizing and demagnetizing power, when the ends of 
the wire are separated by even so small an interval as the 
thousandth part of aa incL 

That which can be interrupted or destroyed by introduc- 
ing a break in an otherwise continuous system, we are almost 
involuntarily led to consider as a current in that system. 

142. And so it is supposed that there exists a current of 
this new kind of electricity, voltaic electricity, through the 
wire, which is a conduit or conductor (fig. 113); and further, 
that as far as the direction of the current is concerned, the 
projecting copper of the voltaic couple is in the analogous 
State to the prime conductor of the frictional machine. Let 
now (fig. 114) the horizontal portion, a b, of the oopper-to- 
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uno wire be turanged Qortli and south, and let the needle be 
placed beneath it, the curreat paBsing from 6 to o will turn 
the north-pointing end of the needle to the E., or in the 
direction of the hands of a watch. Flace the needle beneath 
the cell, and it will turn in the oppcaite direction, proving 
that there the onrrent paases above the needle in the opposite 
direction, or from S, to N. The current passes in a complete 
circuit, through the liquid, from the idnc to tiie copper, 
through tiie connecting wire from the copper to the sine. 



S ^^^ N 
Fig. 113. Fig. 114 

This we va&y call the + corrent, since it produces identical 
effects with the fiictional current from the + conductor. As 
in the case of frictional electricity, we imaged - electricity 
to be always cogonerate with + , and to pass always in the 
opposite direction to the + ; so here we may, if we pleaae, 
suppose that a - current passes through the liquid from the 
Cu to Zn, and through the wire from the Zn to the Cu. 
There is no more reason why the one direction should be 
ctdled in preference the direction of the + current, than there 
is why glass should be oontddered +I7 electrified when 
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rubbed with amalgamed silk. But if the prime conductor 
be called + , then the copper must be considered the + pole 
of the voltaic cell out of the liquid. 

143. Origin of Current. — Two things are essential for 
the establishment of a voltaic current — (1.) There must be a 
complete circuit of conducting matter. (2.) Some molecular 
disturbance must take place at some portion of the circuit 
where there is an interruption in the homogeneousness of 
the circuit. Of course the condition (2) implies the want of 
homogeneousness throughout the circuit. Given therefore a 
complete conducting circuit, a dissimilarity between some 
two of its contiguous parts, and a molecular disturbance at 
that point of discontinuity: then a current will traverse 
the circuit. The molecular disturbance may be caused 
by external means, as by the application of heat; or it 
may be brought about in a spontaneous manner, as when 
the zinc and sulphuric acid acted chemically upon one 
another. 

144. It is clear that in the elementary zinc-copper sulphuric 
acid cell, since metallic or other conductive contact outside 
the cell is essential to the formation of the current, we may 

look upon P (fig. 115), as the origin 
of the current in the simplest ca«e of 
extra liquid contact, and conceive the 
current to be started by the extra-liquid 
contact of the dissimilar metals. The 
force which sets the current moving 
aroiuid a closed circuit is called the 
electro-motive force, and its amount 
is, of course, independent of the view 
which is taken of the origin of the 
Fig. 115. force. 

145. "What is called the contact theory of the origin of the 
electro-motive force and current assumes that when two 

dissimilar metals are in contact, there 




+ z, 



Cu. - 



is at the surface of contact an analysis 

of the common electricity of sufficient 

Fig. 116. strength and constancy to maintain the 

two touching metals in opposite electrical states. The zinc 

becoming -»- and the copper - • It is an undoubted fact that 
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for some time after the contact ia 
nude auch polarity ia observed, and 

may be detected by making the tvo 
semicircnlar, and extending over 
the line of janction ft + ly charged 
needle N, fig. 117. The needle N, 
if delicately suspended, will turn 
towards the copper, showing that 
the latter is-. A-o^ged 
needle turns in the opposite 
direction. 

14R Again, if (fig. 118) we 
place a copper-condensing plate 
P, varnished on its tmder sur- Fig. 117. 

face on the copper plate Q (of the electroscope), varnished 
on its upper surface, 
we have Uie means of 
accumulating electri- 
city from sudi sources. 
A rod of copper Cu ia 
soldered to a rod of 
zinc Zn. The latter 
is held in the hand, 
and the under (un- 
varnished) surface of 
the electroscope ia 
touched with the cop- 
per, while the finger 
of the other hand 
touches the upper (un- 
varnished) plate of the 
condenser. The finger Fig- I'S, 

and rod are I'emoved, and on lifting the condensing plate by 
the isolating handle H, the leaves of the electroscope diverge 
with - electiicity. Positive electricity accumulates therefore 
on the upper and — on the lower plate. If the copper end of 
the compound rod he held in the hand, while the lower side 
of the electroscope plate ia touched with the zinc, it ia not 
found that the electroscope charges itself with + . Nor is a 
- charge collected if the zinc end be protected from the hand 
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hj flannel, although the zinc may be connected with the 
earth, or the upper plate by a wire. Hence it is usually 
admitted, at least in England, that the development of elec- 
tricity in this case is due to the chemical action between the 
saline moisture of the hand and the zinc. Those who look 
upon the contact of the dissimilar metals as the seat of the 
electrical separation, while admitting the chemical action 
between the zinc and the hand, regard the moisture of the 
hand simply as a conductor which undergoes decomposition; 
and view the non-existence of the accumulation, when 
metallic connection is made between the zinc and the con- 
denser, as due to the equal and opposite current set up 
between the connection and the zinc. 

147. That contact between a single metal and a liquid is 
sufficient to cause electrical excitement, is seen in the experi- 
ment shown in fig. 119. The 
electroscope is furnished with a 
zinc plate Zn, to which ik fastened 
a zinc strip Zn. Upon Zn is 
placed a very thin dry varnished 
glass plate G, and upon this again 
a little acidulated water A W. 
On bringing the free end of Zn 
into the water, + electricity ac- 
cumulates in the water, and -in 
the electroscope, as is seen on lift- 
ing the glass G, whereupon the 
leaves diverge with - electricity. 
If the experiment be tried when 
copper is substituted throughout 

for zinc, a - charge also collects on the electroscope, but not 
of so strong a nature as when zinc is used. 

148. The experiment of Art. 145 seems then to show that 
electrical excitement can be produced by contact alone of 
dissimilar metals. The experiment of Art. 147 seems to show 
that a single metal and a single liquid in contact with it, 
and having an action upon it, produce chemical excitement. 
Advocates of the chemical origin of electricity argue that 
the zinc and copper semicircular discs of Art. 145 are acted 
upcai by the oxygen and moisture of the air in such a way 
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that the zinc is gradually though imperceptibly corroded, and 
that we have, in fact, a feeble cell. Advocates of the contact 
theory argue that, in Art. 147, we do not deal with a simple 
sheet of metal, but with a metal covered with a film of 
oxygen. Again, it is found that if two isolated discs, one of 
copper and the other of zinc, are pressed gently together and 
then separated, and brought into contact respectively with 
the upper and lower condensing plates of a gold-leaf electro- 
metre, the leaves of the latter become slightly charged. The 
charge is increased on repeating the pressure and contact. 
Here, however, it may be argued that we are not dealing 
with simple metallic surfaces, but with surfaces covered with 
oxygen; or that perhaps an inappreciable but still definite 
amount of mechanical work is done in the separation of the 
plates. That contact between dissimilar metals gives rise to 
only feeble currents, unless the contact be assisted by some 
great molecular disturbance, such as heat or chemical change 
in some part of the circuit where there is discontinuity of 
kind, will be abundantly illustrated. 

149. In the simple cell. Art. .139, we have seen how the 
zinc is not attacked by the dilute sulphuric acid until the 
neighbouring copper is connected with the zinc out of the 
liquid. If now (fig. 120) the two 
metals touch one another beneath 
the surface of the Hquid, the zinc is 
attacked as before, and a + current 
circulates from the zinc through the 
liquid to the copper, and from the 
copper through the metallic junction 
to the zinc. It is to this promotion 
of chemical action by contact, either 
outside or inside a liquid, of a less 
easily attacked metal by the estab- Fig. 120. 

lishment of an electric current that the rusting of iron pal- 
ings is due, where they are fastened into stone by leaden 
stopping. A like action is set up when zinc or iron rivets 
are used in a copper-bottomed vessel. Further, Art. 139, we 
have seen that when the circuit is complete, hydrogen is 
evolved in the copper surface of the cell. Hydrogen when 
freshly liberated has, as is well known, an exceedingly power- 
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ful reducing action* Use is made of these circumstances to 
protect the copper sheathing of ships. Lumps of zinc are 
fastened to parts of the sheathing. Between the zinc and 
the copper a galvanic action ensues when the two are in 
contact with the salt water; the zinc rapidly corrodes and 
dissolves in the sea, while the evolution of hydrogen on the 
copper surface deoxidizes any oxidized portion. 

150. Crown of Cups: Voltaic Piles, Dry Piles.— After 

the nature of the zinc-copper connecting wire of a single cell 
had been examined, attempts were made to increase the effect 
and exalt the condition of the wire by the combination of 
more than one cell, in a manner similar to that in which the 
intensity of the electric discharge is increased, Book I., Art. 
82, by the combination of several jars to form a battery. 
The force which sets the electricity moving, when the Cu and 
Zn of a single cell are joined, is called the electro-motive force, 
and the current strength depends upon this electro-motive 
force, modified by the resistance. (The current strength is 
equal to the electro-motive force divided by the resistance). 



2^m. Cu. 




Fig. 121. 

If n cups (fig. 121) are joined together in such a manner that 
the Zn of one is joined to the Cu of the second, the Zn of 
the second to the Cu of the third, and so on, the Zn of the 
last or nth being joined to the Cu of the first; there will be 
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n times tbe electro-motire force. Such an arrangement iH 
called die crown of cups; it reminds one of the cascade 
arrangement of the Leyden jars, supposing each jar to have 
originally the same charge or difference of potential. The 
electro-motive forces of aU the cups tend in the same direction, 
and, where the current is rendered possihie by connecting 
them as above, a stronger current passes. The crown of cups 
is one of the simplest forms of the galvanic battery. Such a 
battery consists of separate cells, or, as they are sometimes 
cfdled, elements. Each element consists of a pair; that is, in 
this case, pieces of zinc and copper. Each pair has two poles, 
the copper or 4 and the zinc — . The extremities of wires 
connected with these are also called the poles. If the circuit 
of a battery be broken, that end of the broken wire which is 
in connection with the copper of one extreme cell of the 
battery is the + pole; the end of the wire in connection with 
the zinc of the cell at the othei* extreme end is the — pole. 

161. The arrangement of fig. 122 shows the voltaic pile, 
which is perfectly similar in principle to the crown of cupa. 
A series of equal sized discs 
of zinc and copper (fig. 122) 
ia arranged in pairs, the zinc 
being the uppermost in each 
pair. Upon the top of the 
first or low^t pair, ia placed 
a somewhat lai^er cinile of f 
flannel /, steeped in brine or I 
any dilute acid ; preferably 
Buch as does not attack copper 
when the two are alone. The 
second pair is placed on the 
flaimel, a second piece of 
flannel is placed on this, and Fig- 122, 

so on, the zinc of each pair being always kept above the 
corresponding copper with which it is in direct contacts 
There is accordingly a disc of zinc above and a disc of copper 
below. These, or wires connected with these, are the p<^ea 
of the pile, the copper and its wire being the — , the zinc and 
its wii-e the + ,* When the wires are joined, a feeble spark 
* The lowest copper is a mere extension of the lowest zinc: and 
the higheBt anc ia a mere extension of the highest copper. 
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is seen between them; wlien they are connected by the brine* 
moistened fingers, a feeble shock is felt. After connection^ 
when examined by the magnetic needle (Art. 142), the + 
current is found to pass from the copper to the zinc* On 
examining the pile itself by the needle, the + current is found 
to pass from above downwards (Art. 141). 

152. Whatever be the nature of the metals and liquid, 
there must be consumption of material in such a pile ; one 
or other of the metals must be attacked by the liquid. The 
attempts which have been made to protract this action, and 
consequently to dilute it with time or enfeeble it, have 
resulted in the construction of the dry piles. The two chief 
kinds of these which have been constructed, are the tin and 
copper, and the tin and peroxide of manganese piles. To 
construct the former, some sheets of paper are covered with 
paste on both sides : on the one side is stuck tin-leaf, on the 
other copper-leaf. When the whole is dry, circular discs are 
punched out of it, which are placed in a glass tube, varnished 
in the inside, in such a way that all the copper faces of the 
discs are either upward or downwards, the tin faces being all 
downwards or upwards. The tube has two brass caps at its 
ends, the lower one being (say) in contact with the tin face 
of the lowest disc, the upper one in contact with the copper 
face of the upmost disc. By means of the upper cap, the 
discs are pressed firmly together. The tin pole of this pile 
is - the copper as before + • 

If silver-leaf be pasted on one side of a sheet of paper, and 
the other be covered with finely-powdered peroxide of man- 
ganese rubbed into the paper, similar discs may be stamped 
out and arranged as before, with their silver faces upwards, 
in a varnished glass tube provided with caps. The silver end 
is -J- . Such dry piles exhibit, after some time, considerable 
development of electricity, and they may last for years in 
action. The + and — electricities at their poles accumulate 
and condense to such a degree, that they at once deflect the 
leaves of the electrometer, and may even charge a jar of 
small size. But the resistance inside the pile is so great, 
that when the poles are joined but a very feeble current can 
traverse the circuit, and almost absolutely no magnetic or 
other eflQect can be shown. The small amount of low tension 
or current electricity generated, by the slow chemical reaction 
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in the pile, is condensed into high tension or frictional electri- 
city by the inductive action on one another of the numerous 
and almost isolated opposed electrogens. Of such conver- 
sion we shall have frequent ^ 
examples in the sequel. The 
polarity of such a pile is suffi- 
ciently great to keep in oscil- 
lation a metal rod a b (fig. 
123), which is delicately hung 
by cocoon silk in the same 
horizontal plane as the pile, 
and in such a way that the 
ends of the rod nearly touch ^ig- 123. 
the poles. The action requires no explanation. It continues 
for years, but inevitably ceases at last. 

153. The dry pile electroscope is an adaptation of the same 
principle. It is clear that a single isolated gold leaf will 
move towards one or other 

of the poles of the dry pile, 
according as it is + ly or - ly 
electrified. Thus, in fig. 124, 
AB is the pile, a and b the 
corresponding poles which 
pass through the wooden sup- 
port into the inside of the 
electroscope jar D. Midway 
between a and b is suspended 
the single gold leaf E in the 
usual way. On approaching 
an electrified body to the 
knob K, the leaf sways to/ Tig- 124. 

a or 6, according as the body is - ly or + ly electrified, if A 
be the copper and B the tin end of the dry pile. 

154. Relative Polarity of Metals or Series of Electric 
Tension. — ^Whatever be the nature of the wire connecting 
zinc and copper, the ( + ) current passes from the Cu through 
the wire to the Zn when the two are plunged in dilute 
sulphuric acid; also when the current is broken, + elec- 
tricity of some tension collects on the Cu and - on the Zn. 
In the liquid, therefore, the Zn is + compared with the Cu; 
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but it is tte - metal which forms the + pole. On com- 
paring metals with one another in 
this way, and determining their rela- 
tive polarities or signs, we obtain 
what is called an electro-chemical 
series. It must be borne in mind 
that such a series is strictly relative, 
and that a metal which is + to a 
second may be — to a third. Also, 
that the relative polarity or sign 
depends in a great measure upon 
Fig. 125. the nature of the liquid in contact 

with both. It is invariably found that when a current 
passes in the liquid from A to B, it is the metal A which 
is mainly attacked — generally it alone is attacked. The 
very fact that hydrogen is evolved on the - metal, insures 
the latter remaining unattacked. To this rule there is no 
exception. It is also a general, but not universal, rule, that if 
examined separately in a liquid, A is attacked and B not at all, 
or less readily, then the current will pass in the liquid from 
A to B. In the following tables, the metals are arranged in 
electro-chemical order : those at the top being + to those below, 
when the two form a pair in the liquid at the top of the list. 

Caustic Potash. HyUrochlorio Acid. Sulphide of Potassium. 



+ 
Zino 
Tin 

Cadmium 
Antimony 
Bismuth 
Iron 
Copper 
Nickel 
Silver 



or 



+ 
Zinc 

Cadmium 
Tin 
Lead 
Iron 
Copper 
Bismuth 
Nickel 
Silver 
'Antimony 
Gold 
Platinum 
Bhodium 
Graphite 

It will be seen that the same order is not preserved in 
each list. Slightly different results have been obtained by 
different experimenters, so that too much importance must 
not be attached to the results. Very slight impurities in 



+ 
Cadmium 
Zino 
Copper 
Tin 

Antimony 
Silver 
Lead 
Bismuth 
Nickel 
Iron 



+ 
Zinc 
Copper 
Cadmium 
Tin 
Silver 
Antimony 
Lead 
Bismuth 
Nickel 
Iron 
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the metals, and in the connecting liquid, make very serious 
alterations in the relative polarities of two metals. 

In the third column, the results of two series of observa- 
tions are given in order to give an idea of the uncertainty 
which still prevails. The texture of the metallic surface also 
influences the polarity. If a sheet of smooth and a sheet of 
roughened zinc are employed in dilute sulphuric acid, as a 
pair, the rough zinc is found to be + . On heating one of 
the two plates of a pair of identically the same metal, the + 
current passes for a moment from the hot to the cold, until 
the two attain the same temperature. 

Plunged into strong nitric acid, iron is not attacked, and 
is, moreover, rendered less attackable by other acids. Thus 
rendered passive, it may serve as a - metal, and so form the 
+ pole, when paired with some of the metals beneath it in 
the above tables, or with iron itself in its normal state. 
With regard to each of the above series the important rule 
has been established, that if a current of strength Ej is set 
up from A to B, when those metals form a pair, and a current 
of strength Eg from B to C, when the latter form a pair, then, 
on forming a pair of A and C, a current will pass from A to 
C, with a force Eg = E^ + Eg. And, in general terms, the 
current between A and N is in strength the algebraical sum of 
the currents of any consecutive order, when A is the first and 
N the last term. Thus denoting the metals by their chemical 
symbols, and supposing the same pieces of metal and the 
same liquid H.C1 to be used, we have, from column three— 

Zn current Ni=Zn current Pb+Pb current Fe-Pe current Sn+Sn current Ki. 

166. Such a series was first obtained by employing the 
method of observation described in Art. 146. .Compound 
bars of the various metals, similar to the compound Zn and Cu 
bar, being held in the hand by one metal, the other is brought 
in contact with the condenser of the electroscope, while the 
cap is touched (or the reverse), as described in Art. 146. 

156. The following series is thus obtained ; — 

+ SDver 

Zino Gold 

Tin Platinum 

Iron Carbon (graphite or coke). 
Lead — 

Copper 



CHAPTER 11. 
GALVANIC BATTERIES. 

167. The Failure and Exhaustion of Currents. — The 

crown of cups and the voltaic pile are the primitive forms of 
a battery. Such batteries, after a few minutes' work, that 
is, after the completion of the circuit, are found to quickly 
fall in power. On examination into the cause of this failure, 
it is found to depend mainly on three circumstances : The 
metal which is attacked dissolves in and neutralizes the acid; 
and since we may look upon the attack on the metal as 
essential to, if not the prime cause of the current, when that 
attack slackens the current falls in strength. Secondly, as 
mentioned in Art. 139, hydrogen is evolved on the — metal 
(copper). Although only visible when it has collected in 
bubbles of some size, we must admit that when evolved it 
covers the copper uniformly, however thinly, and owing to 
the almost complete impenetrability of a gas towards low 
tension electricity, the copper is thereby protected from con- 
tact with the liquid, aud the circuit is interrupted, soon after 
its establishment. Thirdly, the hydrogen thus evolved on 
the surface of the copper, does not merely act as a mechanical 
obstruction, but, spread on the copper plate, acts like a 
strongly electro-positive metal even more + than the zinc, and 
60 seeks to force back the current from the copper to the 
einc in opposition to the proper direction of the zinc and 
copper pair. 

The existence of this tendency may be proved as follows : — 
Let a zinc and copper pair, placed in a cell of dilute sulphuric 
acid, be connected together by a wire running north and 
south, from the copper to the zinc, beneath a magnetic needle 
(fig. 126). The needle will turn so that its north end moves 
to the west. Let this action continue for some time. Then 
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remove tte liquid and replace the zinc by a slieet of copper; 
fill up the vessel again with acid, and the needle will be seen 
to turn in the opposite direction {^g, 127), proving that the 
current passes beneath the needle in the opposite direction, 
and, therefore, passes in the opposite direction through the 
liquid, namely, from the hydrogenized copper to the normal 
copper. Such an action must of course be short-lived, for 
the very passage of the current oxidizes the hydrogen, as it 
previously oxidized the zinc, and develops hydrogen on the 
fresh — copper, which straightway sets itself to oppose the 
current. But though thus only momentary when withdrawn, 
the opposition is continual and accumulative in the original 
cell, until a condition is established, in which a feeble and 
irregular current is established from Zn to Cu. The electro- 
motive force of gases freshly generated will be more fully 
described in the sequel. We may here recall the circum- 
stance that both hydrogen and oxygen have very great reduc- 
ing and oxidizing powers respectively when they are newly 
liberated, or, as is sometimes improperly said, when they are 
in the nascent state. 





Fig. 126. Fig. 127. 

158. Accordingly, one of the chief objects to be aimed at, 
in constructing a battery, is to get rid of the reaction of the 
hydrogen in the opposite direction to the current proper. 



136 



MAGltET?lS3i And feLECTltlCITY. 



For effecting this there are two "ways. By one the liberated 
hydrogen is oxidized by oxygen belonging to the oxide of a 
metal, the metal itself being set free and deposited on the 
surface, where otherwise the hydrogen would have been 
evolved; by the other the liberated hydrogen is oxidized by 
the oxygen belonging to some non-metallic oxide, such as 
nitric acid, or by some metallic oxide such as chromic acid, 
whose lower oxide is soluble in acids. 

159. To understand how this is effected, let us return for 
a moment to the consideration of the single cell. Let the 
metals be zinc and copper, and the connecting liquid dilute 
hydrochloric acid. We find that chloride of zinc is formed 

at the zinc, and hydrogen liberated 
at the copper. How does it take 
place that the hydrogen is not 
Cu^ evolved at the zinc, for it is there 
that the zinc deprives it of its chlo- 
rine] It is not easy to conceive 
the destitute hydrogen penetrating 
through the mass, and appearing 
personally at the copper; but it- is 
possible to conceive the hydrogen, 
Fig. 128. which is deprived of its chlorine by 

the superior attraction of the zinc, combining with the chlo- 
rine belonging to a neighbouring mass of hydrochloric acid. 
Hydrogen would thus again be liberated, which, in its turn, 
would combine with neighbouring chlorine, and so on. The 
hydrogen would never appear free until the series of decom- 
position reached as far as the copper, where meeting with no 
more chlorine ahead of it in the direction of the current, and 
having small affinity for copper, it escapes. The arrange- 
ment of the hydrochloric acid is shown in fig. 128; the 
upper brackets indicate the connection between the hydrogen 
and chlorine before the current passes, the low«r brackets 
show the condition when the current passes. There is no 
molecular work done when a quantity of hydrogen forsakes its 
chlorine to combine with the same quantity of fresh chlorine. 
We may compare the ease with which such a transfer of com- 
bination is effected to the ease with which a chain hanging 
over a pulley is moved. When the two sides are equal, each 
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link on one side may be conceived aa keeping in equilibrium 
the opposite link on the other side, A slight force pulling 
one side down will bring each link opposite to a different one. 
180. Let the cell of fig. 129 be divided now into two 
parts by a division of porous 
earthenware D, fig, 129. Let 
the zinc be, aa before, sur- 
rounded by dilute hydrochlo- 
ric acid, and let the copper be 
Burrounded by a solution of 
chloride of copper* instead 
of the chloride of hydrogen 
(hydrochloric acid), of Art. I 
159. The two liquids soak I 
into the porous wall D and Fig. 129. 

touch one another, but are prevented from mingling freely 
with one another. The chlorine, aa before, forsakes ita 
proper hydrogen to unite with the zinc, the forsaken hydro- 
gen combines with its neighbour's chlorine, and so on as 
before, till the change reaches the porous cell Here the 
forsaken hydrogen unites with chlorine, of the chloride of 
copper, and the forsaken copper unites with its neighbour's 
chlorine, and so on till the copper pole is reached; the last 
copper of the chloride having no chlorine to lay hold of is 
deposited in the metallic state upon the copper pole increas- 
ing its thicknraa. By this device hydrogen is prevented 
from appearing at the copper pole, and so it is prevented 
from isolating the pole by a gaseous film, and from reacting 
back {Art, 167), so as to oppose the fundamental current. 
The hydrogen is replaced by copper. The deposition of 
copper from solution on to the copper pole makes, of course, 
the copper solution become gradually weaker. And the 
hydrochloric acid also loses strength by being gradually con- 
verted into chloride of zinc. The latter of these sources of 
fiulure is diminished by employing a lai^ mass of acid 
liquid around the zinc; the former is obviated by keeping 

* At present we are not concerned witli the relatlTe qnantitieB at 
the elementa present. The eymbols in tlie fignreB rcpreacnt the 
elements, not their quantities. The chemical changes in the celt, 
and thoM affected by the corrent, will be oonsideTed in Cha.'p. IIL 
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some solid copper salt in the Bolution (Batarated) of copper 
".J/riuck aiUTOUuds the copper pole. 

The arrangemeut actually employed in such a couBtant 
cell, or battel^ 'of cells, ia identical in principle with the 
r-^above, but ia somewhat modified. as follows: — ^The arrange- 
"" .ment to be, descnbed is called Daniell'a cell or battery (fig. 
130). ""^'^BiB^feal copper vessel A is provided with a per- 
forated shdf trougti, running round its upper inner edge. 



■*>^, 



-CuSOf 

"poroaece] 

^U::30i. 



Kg. 130. Pig. 131. 

This trough ia filled with ciystala of sulphate of copper 
(CuSO^). Next towards the inside is a cylindrical cell CC of 
unglazed and porous earthenware. In the middle is a hollow 
zinc cylinder D D. The space between A and C is filled 
with a saturated solution of sulphate of copper (CuSOj), 
which reaches up far enough to be ia contact through the 
perforated shelf, with the crystals of the same salt. The 
porous cell C C is filled with dilute sulphuric acid (about 1 
of oil of vitrei to 12 of water). On joining A and J) a 
current passes from A to D. The series of changes is pre- 
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cisely similar to that described in Art 160. At the surface 
of D occurs the formation of sulphate of zinc (ZnS04). 

Zn+Ha S04=ZnS04+2H. • 

The disengaged hydrogen reacts upon its next neighbour- 
ing sulphuric acid combining with its SO 4, and liberating 
its Hgy and so on till the porous cell is reached, and sulphate 
of copper CUSO4 encountered. Then the Cu engages in 
the same work until the copper surface A is encountered, 
and upon this the copper is deposited. The whole resulting 
change may be represented by the equation 

Zn+SO^ Hj + SO^ Cu=ZnS0^ + H9 SO^ + Cu, (1) 

or, if we indicate a few of the intermediate decompositions, 

Zii+S04H9 + S04Ha + S04H9 + .. + S04Cu + S0^Cu+.. + S04Cu(/o> 
=ZnS04+H2S0^+H2S04 + ..+HaS04+ChiS0^ + .. + CuS0^ + Cui^^^ 

161. It is clear that if the above expressed the whole 
truth, sulphuric acid would be formed where the two liquids 
meet, that is, in the pores of the porous cell, and we might 
expect free sulphuiic acid to appear by diffusion in the 
neighbourhood of the copper. This is not the case. Further, 
if the action at the zinc plate were alone regarded, we might 
expect the battery to fail as soon as the free sulphuric acid 
in the zinc cell were converted into sulphate of zinc. Or, 
indeed, that if we used sulphate of zinc instead of sulphuric 
acid in the zinc cell the action woidd cease, the zinc ceasing 
to be corroded. This is not the case. The battery acts not, 
it is true, with so much intensity, but with far greater con- 
stancy if sulphate of zinc be substituted for sulphuric acid 
around the zinc. The action in this case must not be re- 
garded as based upon the evolution of hydrogen by the zino 
from the acid, and the reduction of the copper from its sul- 
phate by the "nascent" hydrogen, but as depending upon 
the preference aflGLnity of Zn over Cu to SO 4, or (since SO 4 
is not known in the free state) more correctly, the tendency 
to the change expressed in the equation, 

Zn + Cu SO4 = Zn SO4 + Cu, 

which occurs when metallic zinc is plunged into sulphate of 
copper. In the battery cell it is true that the zinc is not in 
contact with the sulphate of copper. But the tendency to 
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form ZnSO^ at one end of the series of molecules is in direct 
communication with the tendency to remain CuSO^ at the 
other, by a seriea of moleculea which do not require any 
force expenditure to convey the balance of affinity. When 
the copper and zinc plates are connected, ve may look upon 
the whole system of change as consisting of a traiisference of 
hydrogen, or its equivalent copper in the direction from the 
zinc to the copper. A transference of SO4 from the copper 
cell towards the zinc with which it finally combines, forming 
sulphate of zinc. The solid sulphate of copper in crystals, 
which dissolve, supplies both the copper which is deposited 
on the copper plate, and the SO^ which combines with the 
zinc. The zinc cell becomes gradually saturated with sul* 
phate of zinc, which finally accumulates in such quantity aa 
to crystallise out, and impede the action of the battery. We 
may look upon the tendency of the hydrogen or metal 
towards the copper as being translated there into an electric 
current ( + } which ascends the copper, traverses the connect- 
ing wire, enters the zinc to again pass through the liquid. 
We may, if we please, consider a - current passing in the 
opposite direction. 



Fig. 132. 
162. A compact form of Daniell's battery, such as is used 
in telegraphy, is shown in (fig. 132), in section. AB is a 
long wooden rectangular box divided into cells by square 
pieces c,c,c,c. The whole is thoroughly lined with marine 
glue. D,D,D,D,D, are porous cells. In the porous cells are 
sheete of copper and saturated solution of sulphate of copper. 
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Eacli copper is connected with a sheet of zinc hanging in the 
next cell of about twice its own size. The zinc is surrounded 
with a solution of sulphate of zinc of about half saturation. 

163. Amalgamation of the Zi&c Plates. — For unifornuty 
of working, and for obtaining the majtimum effect, it is 
essential that all parts of the zinc should fae acted on equally 
by the acid or salt. Ordinary commercial zinc, besides the 
impurities mentioned in Art. 139, has, in the process of cool- 
ing, become unequally annealed, different parts of it are 
unequally hard, and are attacked with different facilities by 
the same acid. Pure zinc carefully annealed is not attacked 
at ordinary temperatures by pure sulphuric acid. Two 
pieces of zinc, one of which is more easily attacked than the 
other, will, when in contact with an acid and with one 
another, form a couple, the more easily attacked being + and 
and the less easily — , just like a piece of zinc and copper 
respectively. In fig. 133, E represents an easily, and D 
a difficultly attackable piece of zinc 
forming one piece. The arrows repre- 
sent the direction of the current, A a 
coasting trada Such a heterogeneous | 
piece of zinc when used as an element r 
inacell&ittersaway someof itsgeneral | 
electro-motive power by establishing ^ 
local currents. It seems that the chief = 
cause of this inequality of action is due ^ 
to difference of hardness rather than e 
metallic impurities, for if the surface of Fig. 133. 

the zinc be moistened with sulphuric or hydrochloric acid 
and mercwey smeared over its surface until the zinc is 
uniformly amalgamated, such local currents are completely 
arrested. The metallic impurities cannot certainly be re- 
moved in the process of amalgamation. But inequality in 
hardness, doe to irregular cooling, can easily be removed; for 
as the mercury penetrates, the mass softens and molecular 
strainB are relieved, and uniibrmity results. This is bo com- 
plete that amalgamated plates may be left in contact with 
dilute sulphuric acid for any length of time without dissolv- 
ing, a condition almost indiapensible when, as in the tele- 
graph system, batteries are in r^«ated but intermittent use. 
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164. Platino-zinCy or Grove's Constant Battery.— The 

principle of this battery is to eliminate the hydrogen, not 

as in Daniell's by its 
replacement by copper, 
but by oxidizing it to 
water. For this pur- 
pose nitric acid is em- 
ployed in contact with 
the - metal, which accor- 
dingly cannot be copper 
as in Daniell's cell. The 
- metal is a sheet of pla- 
Eig. 134. tinum (Pt, fig. 134), 

this is surrounded by nitric acid of the greatest strength. 
The zinc is, as before, surrounded by dilute sulphuric acid 
(1 : 12), and the two acids are separated by the porous wall 
A. We may start as before from the formation of sulphate 
of zinc at the zinc surface and trace the successively liberated 
hydrogen till it meets the nitric acid in the porous diaphragm. 
The hydrogen is oxidized to water by the nitric acid, reducing 
that body to peroxide of nitrogen (NOg), or to nitric oxide 
(NO), according to one or other of the equations — 

Ha+2HNO,=2H40 + 2NOa 
or, 3H2 +2HNO3 =4HaO+2NO. 

It is not properly made out which of these equations more 
accurately expresses the re^omposition which actually occurs. 
Red fumes of NOg arise from the platinum cell when such a 
platino-zinc cell or battery is in action; but whether the NOg is 
a direct product of the action, or the result of oxidation in the 
air of NO, is not ascertained; nor is it known whether other 
nitrogen oxides accompany the action. The fumes of NOg 
render the working of this battery in a confined space 
inconvenient. The neighbourhood of the battery must be 
well ventilated. The form which is usually given to the 
Platino-zinc, or Grove's Battery, is as follows (figs. 135, 136). 
In a glazed earthenware or ebonite rectangular cell A, is 
placed a thick sheet of amalgamated zinc B, bent so as to form 
a U-shaped part in the cell, and a projecting part out of the 
cell, for the purpose of attaching screws to bind the zinc of 
one cell to the platinum of the next. Inside the bend of 
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the zinc is a narrow nnglazed porous earthenwoM cell G, aa 
vide as the zinc. In the porous cell C is ti sheet of platinum 
foil D, as broad as possible. The strongest nitric acid is 
poured into the cell C and the space between the two cells, 



Fig. 135. Fig. 136. 

that is, the space surrounding the zinc is filled wltii dilute 
sulphuric acid (1 : 12). The cells may be joined together as 
is represented in fig. 137, by means of sorew damps embnto- 
ing the zinc of one cell Mid the platinum of the other. 




Fig. 137. 
165. Carbo-2ino, or BnnBen's Cell or Battery. — ^This is 

a modification of Grose's battery. The platinum is replaced 
by carbon. The carbon used is sometimes the dense coke 
which forms the upper crust in gaa retoi-ta; sometimes it 
is specially prepared by heating bituminous coal in powder in 
moulds having the necessajy form, surrounded by powdered 
charcoal in crucibles. When the latter plan is adopted three 
or four bakings of the carbons are necessary, the carbon 
being on each removal from the fire soaked in syrup. On 
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rebeating, tlie syrup ia decomposed, and the carbon depositecT 
in the pores of the mass binds it together, so that at last a 
Tory coherent mass is obtained. If gas coke is used, it 18 
generally in the form of a thick rod (C, fig. 138). This is 
placed in a porous earthenware cell D. Around !D is a 
thick cylindrical tube E of amalgamated zinc, having a metal 
band to connect it with the carbon of the neighbouring cell. 
The whole is placed ia a glass or ebonite or gutta-percha 
vessel F. Fuming nitric acid is placed in D, in contact with 
the coke. Dilute sulphuric acid (1 : 12) is between the cells 
in contact with the zinc. The airaJigement is seen to be 
exactly analogous to the zinc-platinum cell.' 

When moiided cai'bon is used, the form is generally that 
of fig. 139. A split cylinder of thick amalgamated zinc G, 
carrying a copper band ring (for attachment to the coke of a 
neighbouring cell) is placed in the porous earthenware cell 
H. Around H js placed the cylinder of carbon I, which is 
perforated to allow the circulation of acid, and which has a 
fllightly conical top for the reception of the ring connected 
with tie coke of' the neighbouring cell. The whole is placed 
in the acid-proof cell J. In this form of the carbo-zinc cell 
or battery the nitric acid is between the cells, and, therefore, 
in contact with the' carbon. Sulphuric acid is in contact with 
the zinc in the inner cell H. The top of the coke cylinder I 
is soaked in wax or paraffihe to prevent the nitric acid from 
rising by capillarity and corroding the ring collar. Fig. 140 . 



Fig. 140. 
shows such a battery of three Bunsen's cells, with the parts 
Bomewhat drawn out from one another. 

166. Of the comparative merits of the three forms of 
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battery — Daniell's, Grove's, and Bunsen's — ^which have just 
been described, or, rather, of their suitableness to various 
purposes, a few remarks may be made. For the most 
perfect constancy, where intensity is not requisite, or where 
abundance of room enables intensity to be obtained by a 
multiplication of the cells, some form of Danieirs (zino- 
copper) is generally used. Where batteries are used in 
electro-plating * the uniformity and strength of the metallic 
deposit depends upon the uniformity of its rate of deposition . 
(See Chap. III). Accordingly, some modification of Daniell's 
battery is used. The same is employed in the English tele- 
graph. In an enormous system like that of the Central 
Telegraph Office in London, the fumes arising from the nitric 
acid cells would be a serious inconvenience ; the expense of acid 
would also be considerable. By using a form of Daniell's, in 
which many cells are arranged together as a divided trough, 
great compactness is attained. The many thousands of cells 
there in use require replenishing only once in several months, 
and the products in the dead cells have a commercial value. 

Grove's battery is generally used in this country for 
experimental or illustrative purposes, where a high intensity 
of the current is required : where much resistance has to be 
overcome, as in the electric light or electrolysis. The plati- 
num foil is expensive but indestructible. The compactness 
of form of this battery is also a great advantage. 

Bunsen's battery is used in Germany where Grove's is used 
in this country. It is cheaper, and has a slightly higher 
intensity, cell for cell. But it is clumsy in form. The 
batteries used in the electric telegraph in Germany and 
France are usually modifications of the zinc-carbon or 
Bunsen's battery. 

167. Other Pormg of Battery.— Certain other forms of 
battery may be here mentioned — ^forms which, though not 
now or yet in general use, are either of historical interest, or 
involve ideas which may hereafter be developed, or which are 
applicable for special purposes. Soon after the battery of 
Volta was described, Wilkinson devised a mechanical arrange- 
ment by which the whole of the plates of zinc and copper 

* Magneto-electric currents are now extensively used where electro- 
{dating is carried o^i very extensively. See Qhap. V. 
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could be plunged at once, each pair into its respective cell of 
a divided trough, when the battery was required, and with- 
drawn when the battery was to be put out of use. WoUaston 
improved upon this device by doubling the size of the copper 
plates and bending them in the middle, so that the zinc sheet 
was surrounded by copper; the effect of this is to double the 
size of the plate, and so to double the quantity of electricity. 
Without at present considering the measurement of the 
resistance which the current experien<5es in the battery itself, 
we may assume that that resistance diminishes as the size of 
the plates increases — ^that is, as the vertical sectional size of 
the horizontal column of liquid in the cell through which the 
current has to pass increases, and also as the distance between 
the plates diminishes. Accordingly, if two very large sheets 
of copper and zinc are separated by a layer of felt, and a 
layer of felt being placed on the upper metal, the whole are 
rolled together and dipped in acid, the resistance is a mini- 
mum, and a strong current will pass between the metals 
connected outside the acid. Such is Hare's deflagrator, 
which shows great heating effects in imperfect conductors 
connecting its poles. 

168. Cruikshank'fl Trough was one of the first successful 
efforts to introduce compactness of form into a liquid battery. 
Plates of copper and zinc are soldered together face to face in 
pairs; each resulting plate being thus composite. These 
plates form the divi- 
sions between the cells 
of a trough of baked 
wood or other non- 
conducting material, 
the zincs facing all 
one way and the cop- 
pers the other. At 
one end of the trough 
is a plate of copper, 
at the other a plate of 
zinc, as in fig. 141. 

169. Smee's Battery. — The most successful attempt to 
procure a constant battery of only one liquid is exhibited in 
gmee'a battery. W© have seen how the hydrogen evolved 




Fig. 141. 
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at the copper pole of a zinc-copper battery acts injuriously to 
the current by masking the copper and sending a current in 
the opposite direction. If the + pole be made of platinum 
or silver, and covered with metallic platinum in a state 
of extremely fine division, the hydrogen evolved on it 
immediately and almost completely escapes. To cover the 
platinum plate with platinum it may be dipped in a solution 
of chloride of platinum and then strongly heated, or it may, 
when immersed in the solution of platinum, be connected 
for a moment with the zinc end of a voltaic cell while another 
piece of platinum is connected with the copper end, platinum 
is thus deposited (see Chap. III., Electrolysis) from the solu- 
tion upon the platinum plate in an extremely fine state of 
division. As in Grove's battery, the platinum has opposite 
to both its faces amalgamated zinc. Walker's cell and battery 
differs from Smee's in having carbon instead of silver 
upon which the finely divided platinum is deposited. If gas 
coke be used as the carbon, the hydrogen is evolved from its 
sharp points to a considerable extent without platinization. 

170. Davy's Battery or Cell— The cell devised by Mari^ 
Davy is a double liquid cslL Its poles are of zinc and carbon 
as in Bunsen's. The zinc is in contact with brine, and the 
carbon with sulphate of mercury. On joining the poles an 
action is established which we may most conveniently com- 
pare with the action of a Daniell's cell. Chloride of zinc is 
formed, which dissolves : the deprived sodium reacts as before, 
depriving its neighbouring molecule of chloride of sodium of 
its chlorine, and so on until the porous cell is reached which 
divides the brine from the sulphate of mercury. Now 
sulphate of sodium is formed, and the liberated mercury 
carries on the same series of decompositions followed by 
re-compositions until the carbon is reached; here the mercury 
is deposited, but there being no amalgamation or even cohesion 
possible, the liquid metal collects in drops and falls to the 
bottom. The solution of salt about the zinc should be weak. 
The solution of sulphate of mercury about the carbon should 
be saturated. As the sulphate of mercury is sparingly 
soluble in water, a considerable amount of the undissolved sul- 
phate should be allowed to lie at the bottom of the carbon cell. 

171. Leclanch^'s Cell and Battery. — ^This is a one-liquid 
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cell. The elemeata are zinc and carbon, and tte liquid 
a solution of chloride of ammonitiin. The zinc is in free 
contact with the chloride of ammoniiim. The carton is 
in a poroua cell which stands in the zinc cell; the space 
between the carbon pole and the wall of the porous cell is 
filled tightly with a mixture of carbon and peroxide of man- 
ganese in coarse powder. Chloride of zinc ia formed, the 
separated aounonium immediately decomposes into hydrogen 
and ammonia, the latter of which at first dissolyes in the 
solution and, when this is saturated, escapes as a gas. The 
hydrogen, meanwhile, after causing in the usual way succes- 
Bive decompositions of the contiguous molecules of chloride of 
ammonium, appears through the porous cell, and finds itself 
at last in contact with the peroxide of manganese, this oxidizes 
the hydrogen to water, being itaelf in the first instance 
reduced to the form of sesquioxide, according to the equation 

. Zn + 2CmH, + MnO, = ZnCl,+2NH3+HjO + Mn,0,. *- • 
The ultimate condition of the manganese oxide is not known. 
17S. Gravitation Batteriee. — Attempts have been made 
to dispense with the rigid porous wall, to separate the two 
liquids of a cell by placing the denser liquid beneath and 
allowing the two to mingle only by difi\iaion. Sometimes 
the mixing ia further checked by lie introduction of sand, 
sawdust, or some similar substance. 
C, fig. 142 ia a copper plate at the 
bottom of an impervious vessel V. 
The copper plate is soldered to a 
gutta-percha covered copper wire 
A, which reaches above the liquid, 
the latter is water which ia poured 
upon a mass of crystallized sulphate 
of copper which tests upon the cop- 
per plate B, Near to the surface of 
the liquid is thesincelementZnalso 
soldered to a gutta-percha covered 
wire D. The crystals of sulphate 
of copper dissdve and difiuse till 
the zinc is touched; sulphate of 
nnc is produced, which being 
lighter tlmn the sulphate of cop- Fig- 1*2. 
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per, atom for atom, remains for the most part above. The 
action is otherwise precisely like that of a Daniell^s cell. 
Before pouring in the water, moist sawdust or sand may be 
added until the vessel is nearly full, and then only sufficient 
water to thoroughly wet the whole. The zinc may then be 
laid on the top of the moist mass. This contrivance avoids 
the necessity which is experienced in a pure " gravity" cell 
of keeping the cell quite steady. 

173. Schonbein's, Callan's, or the Maynooth Battery. — 

Iron, when plunged into the strongest nitric acid, or, still 
better, into a mixture of nitric and sulphuric acid, is not only 
not attacked (as it is when either or both acids are dilute) but 
is thereby thrown into such a state that it is not attacked 
when subsequently put into dilute acids. Tile iron so 
influenced is said to be *' passive," and passive iron may be 
used as the electro-negative element (to form the + pole) of a 
voltaic couple. It is found, however, that the passive iron 
soon loses its peculiar property, especially if touched with less 
oxidizible metals. Hence in employing it as an element in a 
battery, the iron is kept passive by continual contact with the 
nitro-sulphuric acid. A porous cell is placed in a cast-iron 
cell — ^in the porous cell are amalgamated zinc and dilute 
sulphuric acid (1 : 10). In the iron cell is placed a mixture 
of three parts by weight of the strongest nitric acid and one 
part of oil of vitriol. It is sometimes recommended to add 
a little nitric acid to the zinc-holding cell. 

174. Chromic Acid Battery (Clark's). — ^The attempts 
which have been made to replace nitric acid by chromic acid, 
for the purpose of burning off the hydrogen, have not hitherto 
been attended with perfect success. Chromic acid itself is 
difficult to prepare in the pure state; but for the purpose in 
point it need not be pure. The chromic acid used for the 
battery is obtained-mixed ynih stdpliate of potassium and 

free sulphuric acid — ^by dissolving bichromate of potassium 
in water and adding a large excess of oil of vitriol. The 
proportions recommended by Mr. L. Clark are 2 by weight 
of bichromate, 20 of water, and 10 of oil of vitriol. l3iis 
is poured into a porous cell containing the carbon pole. The 
two are then placed in a glass vessel which is filled with 
saturated brine and contains the amalgamated zinc. The 
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sodium released from the chlorine, which unites with the zinc, 

commences the series of decompositions so often described 

above, until it (or its representative hydrogen) meets with the 

chromic acid (CrOg), which oxidizes it to soda, becoming 

thereby converted into sesquioxide of chromium (CrgOg), 

which, together with the soda, imite with the sulphuric acid 

which is present in excess to form sulphate of chromium and 

sulphate of soda respectively, according to the equation — 

6Zn+6NaCl+6H3S04+2Cr08= " 
6ZnCl + 6H jO + SNajSO^ + CraSSO^. 

175. Pnlvermacher'8 and StringfelloVs Combinations. 

— ^In the former of these zinc wire and gilt copper wire, 
isolated from one another by one of them being covered, are 
wound round a piece of porous wood. The wires terminating in 
hooks may be hooked on to the ends of a second pair of similarly 
wound wires, and so on. A band or chain is thus formed, 
which, when moistened with vinegar or brine, or even with the 
moisture of the skin, sets up a galvanic current, which by 
the flexible and clean nature of the combination, may be 
readily applied to any portion of the body. A similar 
battery, of minute parts, is formed by soldering a flat- 
tened copper wire to one comer of a little zinc plate, and, 
after covering the plate with thin muslin, wrapping the wire 
spirally round it. A few such combinations are able to give 
rise, when moistened with spring water, to a current of 
considerable power. 

176. In speaking of the necessity for amalgamating the 
zinc plates in order to obtain a tmiform and maximum effect, 
mention was made of local currents brought about by the 
difference of hardness (Art. 163). By artificially hardening 
a piece of zinc, one may thus make a feeble battery or cell in 
which only one element and only one liquid enters. Cast 

zinc is less easily acted on than rolled zinc by dilute sulphuric 
acid. Hence, if pieces of cast and rolled zinc are joined by 
a wire, and plunged into dilute acid, the current circulates 
from the rolled to the cast zinc through the liquid, and 
hydrogen appears on the surface of the cast metal. 

If a bar of copper is placed vertically in a glass vessel, and 
its lower end surrounded by a strong solution of sulphate of 
copper, the upper end being surrounded by dilute acid, brine^ 
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or even aprirg water, the upper portion, ■will gradually dbBolvd 
away, and the lower increase by deposition of copper until 
the whole is transported into ihe sulphate of copper, the 
liquids remaining chemically unchanged. The corrosion of 
ailver, when a drop of nitrate of silver ia left upon it, or of 
copper, when sulphate of copper remains on it, is no doubt 
due to the same cause, namely, a difference of density of the 
metallic solutions at different parts setting up currents which 
tend to transport the metal from the less to the more dense 
parts. 

177. Silver Air Battery. — The oxygen of the air held in 
solution in a single liquid cell, appears to determine the 
oxidation of a metal in the liquid which would not otherwise 
attack the metal, and this is especially the caae when the 
more electro-negatiTe metal is associated with the oxygen, 
and metallic commimication ia established between the two 
metals. Thus fig. 143 shows an arrangement by which a 

current is established between silver 
and copper in a solution of nitrate of 
copper, when tbe silver is freely exposed 
to the air. A is a silver dish supported 
horizontally in a Solution of nitrate of 
copper. ■ Upon the tray A is a heap of 
metallic silver, E, in a fine state of divi- 
sion, such as is obtained on reducing it 
from solution by contact with a displac- 
ing metal. C is a sheet of copper 
beneath the silver, and parallel to it. 
The current passes through the liquid 
from C to A. The copper plate becomes 
corroded, being converted into suboxide 
rig. 143. of copper (Cu,0). For this action oxygen 

is necessary, for if the air be displaced by diffusion, on sur- 
I'oundiug the whole with carbonic acid, the action dwindles 
and stops. The chemical change is i-epresented by the equa- 
tion — . . ' 

Ag+0+Cn2NO,+2Cu=Ag+Cu2NO,+Cu,0, 
in which it is seen that the silver and nitrate of copper remain 
unaltered. ■■" ' "' 

178. CgIIb and Battery of like Terminals.— -By selecting 
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suitable Kquida, it ia possilile to construct a battery of two 
mebals in such a majiiier tliat the two poles are of like metal. 
Such batteries are of great interest, inasmuch as they touch 
the question concerning the contact theory of electric excite- 
ment. Fig. 144 shows a few cells of Buch a battery devised 
by Mr. Fleniing. The liquids are nitric acid, and penta- 
sulphide of sodium ^ alternate cells. , The metals are copper 
and lead. Each metal is bent so as to connect two neighbour- 
ing cells. ' It is clear that on using an even- uumber of such 
cells the terminals are both copper. In nitric acid lead is + 
to copper, so that the + current passes through the liquid 
from tiie lead to the copper. In llie sulphide of sodium, the 
copper is + to the lead, so that the current passes from the 
copper to the lead, or again &om right to left, and so on. 



Fig. 144. 
Consequently all the pairs send the current in 1;he.same direo^ 
tioo, and the combination gives a current outside Ijie battery, 
through a copper wire from left to right. In this battery no 
two dissimilav metals are in metallio contact, and yet four of 
auch cells may easily at first produce a tension equal- to that 
of a Daniell'a cell 



CHAPTER III. 

ELECTROLYSIS. 

179. Wb have seen in the last chapter how the comple- 
tion of the connection between the poles of a cell affects the 
arrangements of the chemical elements in the cell^ causing, 
to refer to the simplest case, hydrogen to be evolved from the 
surface of copper instead of at that of the zinc, when the two 
are placed side by side in acidulated water. And we have 
noticed that the connecting wire acquires, during the action of 
the cell, certain properties (Art. 139, et seq* ). Let us now break 
the connecting wire, and rejoin the ends by inserting between 
them various substances, and arming the ends of the wire 
differently. Examined in this manner, matter at once falls 
into very distinct classes. Gases and vapours of all tensions 
and of all kinds, the most perfect vacuum, hydrogen, air, 
vapour of mercury, etc., all completely refuse to let the 
current pass through them. The poles from a Grove's battery 
of some hundred cells, when brought about the thousandth of 
an inch apart, are, it is true, connected by a spark, and sub- 
sequently become incandescent, and the current passes. But, 
as we shall see, this current-passage is more properly a convec- 
tion than a conduction of the current, the metallic particles 
of the poles are torn from one pole and carried to the other, 
and so the interval may be only said to conduct in the sense 
that it does not offer substantial resistance to the mechanical 
motion of the matter. Turning next to solids, we find them 
divided into conductors and non-conductors. Simple metals 
conduct surpassingly well, though, as we shall see, they 
differ among themselves very considerably when we consider 
Resistance (Chap. IV.). Metallic alloys, when there is no 
alteration in volume during mixture, conduct with a facility 
intermediate between those of their constituents. Next come 
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metallic sulphides and oxides, salts, etc. The non-metallic 
solid elements are, with few exceptions, non-conductors, as 
are their combinations. Of liquids there are three classes : 
(1) Those which -conduct freely without themselves under- 
going any change; such are the molten metals, mercury, and 
their alloys. (2) Those which entirely refuse to conduct, and 
are therefore unaffected when between the poles. (3) Those 
which conduct the currents, and at the same time suffer 
decomposition. Solids which conduct undergo no chemical 
change. Non-metallic liquids which conduct always undergo 
decomposition. * 

180. Such decomposition is called Electrolysis. The liquids 
which undergo electrolysis are called Electrolytes. The ter- 
minals of the poles of the battery or cell which excites the 
current, and which are in contact with the electrolyte, are 
called electrodes. The electrode in connection with the + 
pole ( — metal, platinum, carbon, etc.) of the battery or cell, 
is called the Anode. The electrode in connection with the - 
pole ( + metal, zinc, etc.) of the cell or battery, is called the 
Kathode. The products of electrolysis, which appear at 
the kathode, are called Kations; those which appear at the 
anode are called Anions. Thus (hg 145), let X be a cell 




Fig. 145. 

of dilute sulphuric acid, in which are the pieces of zinc (Zn) 
and copper (Cu). Let the copper wires from Zn and Ou be 
brought into the liquid A in the vessel B. Then we will 

* The exceptions to this rule are, when exceedingly feeble currents 
are employed. Such cases are considered under Ecaistance (Chap. 
IV.). 
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suppose the liquid A to be decomposed by electricity or elec- 
trolysed. It suffers electi-olysis, A is the electrolyte. The 
current enters A by the auode C, and leaves it by the kathode 
D, The product of deoomposition which collecta at C is the 
aniou, that which collects on D is the tathion. 

181. ElectrolyaiB of Water. — Perfectly pure water is diffi- 
cult to electrolyse: it may be ranked with non-conductors, 
but sulphuric acid diluted with twenty or thirty thousand 
times its own volume of water conducts freely, and is there- 
fore decomposed abundantly. The visible products of the 
electrolysis of auch a mixture are the elements hydrogen and 
oxygen, as though water alone had been decomposed; and it 
is true that the quantity of free acid in the cell is the same 
after as before the passage of the current. Almost all the 
water may disappear in the form of its elements leaving the 
acid as before. The esperiment is shown in fig. Ii6. A 
glass vessel V, having two holes in its base, stopped with 
corks A, B, about an inch and a half apart, is partly fiUed 
with "batteiy" acid (1 of oil of vitriol to 12 of water). 



Through the corks A and B pass two stout covered copper 
wires, terminating outside the veasel, in two little iron cups 
containing mercury C, D. Inside the vessel the copper wires 
are armed with two Btripa of platinum-foil E and F (eleo- 
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trodes). Two glass tubes, K and L, being filled with the 
same acid, are inverted into the vessel V, so that they remain 
full of liquid, and have their mouths over the electrodes 
respectively. A battery of four or five Grove's (or Bunsen's) 
cells has its poles Zn and Pt connected with the two mercury 
cups C and I) respectively. Straightway bubbles of hydrogen 
appear on the surface of E the kathode, and bubbles of oxygen 
on the surface of F the anode. These bubbles rise in the 
respective tubes and collect. The ratio of their volumes 
remains constant, namely, two volumes of hydrogen to one 
of oxygen. This at once appears, if the tubes are of equal 
calibre. However long the electrolysis continues, this ratio 
is preserved. This is the ratio by volume of these two 
elements in which they exist in water. If the two gases, 
thus separately collected, be mixed and exploded, no residual 
gas is left. They may be collected together, the mixture 
forming what is called detonating gas, which is used to 
initiate the explosion of difficultly exploding gases in gas 
analysis. If the electrodes are both made of iron, copper, 
lead, etc., that is, metals which are easily oxidized, the 
hydrogen will appear as before at the kathode E, but the 
oxygen which appears at the anode F at once combines 
with the metal forming oxide of iron, copper, lead, etc., 
which imite with the acid to form sulphates. In the case of 
the two first of these metals the sulphate is soluble, so that 
the anode will go on corroding as long as any metal is left. 
The sulphate of lead being difficultly soluble, and a bad con- 
ductor, will soon coat the anode with an impervious crust, 
which will stop the conduction, and so the electrolysis. The 
first portions of the gas collected are when platinum poles 
are used not exactly in the correct proportion. Hydrogen 
faila This is due to the " occlusion" of hydrogen by platinum 
under these circumstances. . The hydrogen is absorbed by the 
platinum. Very soon, however, the metal becomes saturated, 
and the exact combining ratio is observed. 

In fact the electrolysis of water gives one of the best 
means for obtaining hydrogen in a state of absolute purity. 
Fig. 147 shows a cylindrical glass vessel A, having a 
stout platinum wire C fused through the glass near the 
foot. In this glass is placed some zinc and mercuiy, so as 
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to touch the inner end of 0. Battery acid is poured in so 
as nearly to fill the cylinder. Through the cork E passes a 
platinum wire B, encased by fusion in a glass tube F, where 
it passes through the cork, and connected inside the cylinder 
with a strip of platinum foil K, which is as near as convenient 
to the surface of the mercury-zinc. The cork E also carries 
a bent tube G, provided with bulbs containing oil of vitriol. 




Fig. 147. 

In order to make the cork E perfectly water-tight, a little 
water H is poured above the cork. C is connected with the 
+ (Pt.) and B with the - (Zn) end of a battery of a few cells. 
The oxygen evolved on the mercury-zinc oxidizes the latter 
metal, and dissolves it as sulphate of zinc. The hydrogen 
evolved on K escapes through G, and, after drying by the 
sulphuric acid, is delivered in a state of the greatest purity. 
On reversing the current, that is, on connecting B with Pt., 
and C with Zn, hydrogen is evolved from D, and oxygen 
from K. The pure, mixed gases may after a few minutes be 
collected. 

182. We shall see subsequently that the resistance to 
electricity which passes through a conductor, whether elec- 
trolyte or not, is directly proportional to the distance apart 
of the ends of the conductor (its length), and inversely 
proportional to the sectional area of the column traversed. 
Accordingly, with a battery of a given strength, the nearer 
the electrodes are together, and the larger they are; the 
greater the quantity of electricity which passes through the 
electrolyte^ and greater, siccordingly, the amount of electro- 
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lysis effected. If, indeed, the resistance be heightened by 
making the electrodes very smaU, mere platinum points, the 
hydrogen is evolved aa before, but the oxygen both oxidizes 
itself and hydrogen, forming ozone (0^0) and peroxide of 
hydrt^n (H^Oj). 

183. The fact that an acid (or alkali or salt) must be 
added to pure water in order to make it conduct, forces upon 
■us the consideration of the condition of such acid during the 
electrolysis of the liquid. For this examination we may take 
a cell (fig. 148) and divide it in 
two by a porous diaphragm D, fill 
tho two halves equally with battery 
acid, and electrolyse as in Art. 181. 
Let the electrolysis be carried on till , 
a large volume of the gases is col- 
lected. On measuring the gases it 
is easy to calculate the weight of 
water which has been decomposed. 
On examining the two cells It is : 
.found that though the total quantity j 
of sulphuric acid remains unchanged, | 
it has collected mainly around the i 
anode, leaving the cell in which the 
hydrogen was evolved poorer in acid. n- 

It might be thought from this that ^+ 

the sulphuric acid alone underwent Fig. 148. 

deeompositioii, and that for every equivalent (two atoms) of 
hydrogen ■which appeared at the — pole (kathode) an equiva- 
lent of oxygen (one atom) and an equivalent of anhydi-ous 
sulphuric acid (SOg) appeared at the + pole (anode), which 
latter substance, by combining with the water present, became 
IIjSO,. Experiment, however, shows that for every equiva- 
lent of hydrogen at the - electrode, only ^ of an equivalent 
of HjSOj appears at + electrode. And hencs it would seem 
that the current is conveyed by and decomposes the water, 
as well as the sulphuric acid, and, indeed, in the proportion of 
three-quarters of the current for the water, and one-quarter ■ 
for the sulphuric acid. We shall return to tho consideration 
of this point after tho discussion of the electrolysis of other 
compound liquids. 
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184. Electrolysis of Salts. — For our present purpose we 
may define a salt as a chemical compound containing a metal. 
Such a body may become liquid by simple fusion, or by 
solution in some medium. Fused salts invaribly suffer 
decomposition by the current, and dissolved ones do the 
same when the solvent is water. The most convenient 
salt to take when the object is to procure the metal 
which it contains by electrolysis is generally the chloride. 
The metals of the alkalis, however, potassium and sodium, 
may be obtained from their hydroxides KHO and NaHO. 
A piece of such a solid caustic alkali is placed upon 
platinum-foil and very slightly moistened. The foil is con- 
nected with the + electrode of six or eight Grove*s cells, and a 
platinum wire connected with the - electrode is made to touch 
the upper surface of the alkali. Oxygen is evolved from the 
lower surface. The upper surface melts, and the platinum 
wire becomes surrounded by small globules of the metal, 
which, when the mass has become cold, may be detached from 
it under parafl^e oil. This method of preparing the metals 
of the alkalis is of great historical interest, but is superseded 
now by purely chemical processes. 

185. To obtain metallic calcium a mixture is made of one 
equivalent of chloride of calcium, one of chloride of strontium, 
and one of chloride of ammonium. These are heated in a 
porcelain crucible, and, as usually happens, the mixture has 
a lower melting point than either of its constituent chlorides 
(the chloride of ammonium, heated by itself, volatilizes 
without melting). A piece of dense carbon dips into the 
molten mass and serves as the anode. A piece of pure iron 
wire, dipping but little beneath the surface, serves as a 
kathode of 8 or 10 Grove's cells. The chlorine evolved on 
the carbon does not attack it as it would platinum or any 
metal. The calcium collects on the iron, which is froih time 
to time removed. Lithium may be obtained in a similar 
manner from chloride of lithium and magnesium. On account 
of the superiority of the specific gravity of the magnesium 
over that of the fused mixed chlorides, the - pole may be at 
the bottom of the fused mass. Fig. 149 shows a method of 
preparing the metal in which the chlorides are fused in a 
clay tobacco pipe, up the the stem of which an iron wire is 
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thrust to serve as the -pole or kathode. The anode is a 
piece of dense carbon. 

186. Chloride of silver, when fused, is decomposed by the 
current. If both electrodes are of' metallic silver the + elec- 
trode combines with the chlorine which is developed upon it at 
exactly the same .rate as the silver is deposited upon the — 
pole. Accordingly the fused salt appears to remain unchanged, 
and to be simply traversed by the silver, which also remains 
unchanged in quantity though changing in position. 




Fig. 149. 

187. Concentrated aqueous solutions of the metallic chlo- 
rides behave generally like the fused salts. Chlorine appears 
at the + , and the metal at the - electrode. In the case of the 
metals of the alkalis and alkaline earths, the liberated metals 
quickly oxidize at the expense of the water, liberating their 
equivalent of hydrogen, unless, indeed, the — electrode be 
mercury, in which case the metal dissolves in the mercury, 
and is kept by contact with it from oxidation, sharing its 
negativeness. In this way amalgams of barium and calcium 
with mercury have been got, from which the mercury can be 
expelled by heating in a current of hydrogen. Chromium 
and manganese have been got from solutions of their 
chlorides by a slight modification of the method just described 
as coherent, brittle, metallic films, upon a platinum kathode. 

188. Ammonium Amalgam. — Soon after the reduction of 
the alkaline metals, attempts were made to establish the 
physical analogy between the quasi metal ammonium and the 
alkaline metals corresponding to their well marked chemical 
analogy. If a weak solution of chloride of ammonium 

d h 
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(NH^Cl) IS submitted to electrolysis chlorine appears at the 
+ , and a mixture of H and NHg at the ~ electrode. If, how- 
ever, the chloride of ammonium be poured upon mercury, 
and the latter be connected with the — electrode, the mercury 
swells enormously without losing its metallic lustre. If a 
single drop of mercury attached to a platinum wire* serve as 
the - electrode in the chloride of ammonium solution, the 
mercury becomes grey and almost loses its metallic lustre, 
increasing to the size of a pea. The substance certainly 
contains H and NH3 in the proportion in which they exist in 
NH^; but whether the NH^, if it exist in this substance, 
would have by itself the physical properties of a metal, is by 
no means decided. The so-called amalgam may be kept for 
a long time unchanged if kept at or below O^C. On stand- 
ing after removal from its electrode, especially if warmed, and 
more especially if in contact with water, it is quickly resolved 
into Hg, H, and NH3. It is noteworthy that none of the 
compound chlorides of ammonium, such as chloride of methy- 
lamine, produce a similar amalgam. If the solution of 
chloride of ammonium be warm and saturated, the chlorine 
set free at the anode attacks the chloride of ammonium, 
forming the dangerously explosive chloride of nitrogen. 

189. Electrolysis of Aqueous Solutions of Salts in 

General. — The electrolysis of dDute sulphuric acid, described 
in Art. 181, may be taken as the type of the electrolysis of 
metallic salts in all cases where secondary reactions are not 
set up, that is, where the ions or travelling elements of 
decomposition do not react upon the general mass of the 
electrolyte at the region of their liberation. As examples of 
salts showing this difference, we may take sulphate of copper 
and sulphate of sodium. On electrolysing sulphate of copper 
(CuSO^) dissolved in water in an undivided cell between 
platinum poles of not too small a size, nothing but copper 
appears at the — electrode, while oxygen is set free at the + 
electrode: the whole becomes acid. If the electrolvte bo 
divided into two by a porous diaphragm, the coj)per gradually 
disappears from the solution at the kathode end as it is depo- 
sited, while sulphuric acid appears at the anode, where the 
oxygen is being liberated. But (as in the case of the sulphuric 

* See Appendix, X. 
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acid and water) the quantity of sulphuric acid there appearing 
is less than equivalent to the liberated oxygen. This appears 
to show that water is simultaneously decomposed, and that the 
hydrogen liberated at the — electrode, or kathode, at once re- 
acts upon the sulphate of copper to reduce it and add the metal 
to the kathode and form sulphuric acid. So that even here 
secondary action is not wholly absent. On electrolysing 
sulphate of sodium (Na2S04) in water, the inverse secondary 
action takes place. The oxygen and hydrogen are evolved at 
the respective poles in equivalent quantities (16 : 2 by 
weight, 1:2 by volume) as though water alone had been 
electrolysed; but if the porous wall be introduced, the 
kathode cell becomes alkaline, and the anode acid — showing 
that the sulphate of sodium has been decomposed, and that 
the hydrogen is in part to be reckoned to the action of the 
sodium on the water.. 

Na + HjOriNaHO + H. 

190. The electrolysis of hydrate of potassium or sodium in 
(lUute aqueous solution also gives a result as though water 
alone had suffered decomposition. 

Anion. Eation. 
2yaHO=2Na+2HO 

aiia2Na+2HaO=2NaHO+H2 (1.) 

and2H0+ HflO=2HaO+0 (2.) 

In words, the ions are sodium and peroxide of hydrogen, 
though neither of these appear, because the sodium decom- 
poses water, liberating hydrogen (equation 1), and the 
peroxide of hydrogen, together with water, forms more water, 
and liberates oxygen (2). Accordingly, il the electrodes are 
separated by a porous wall, the anode cell becomes dilute, 
and the kathode cell more strongly alkaline. 

191. If the electrodes are very small, and the current 
strong, the whole of the strength is concentrated on a small 
space, and the result is that the tension is so increased that 
both water and salt are decomposed together, and the bubbles 
of hydrogen disturb the metallic deposition. 

192. The development of free acid and free alkali, during 
the electrolysis of sulphate of sodium and similar salts, may 
be well shown by dividing" the electrolytic cell into two 
by a porous wall, and adding a little solution of litmus to 
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both divi^ons. A drop or two of acid is added io on© cell, 

and a drop of an alkali to the other. The first becomes red, the 
second a cleat blue. On plunging the platinum kathode into the 
acid or red solution, and the anode into the blue or alkaline 
solution, a change soon manifests itself. The red becomes 
blue and the blue red, owing to the free hydrate of sodium 
developed in the former and the free sulphuric in the latter. 
On reversing the current the original colours are restoi'ed. 

193. Hydrochloric acid gas dissolved in water forming 
the liquid usually called hydrochloric atM, yields, "when 
electrolysed, hydrogen at the — electrode, and either chlorine 
or oxygen, or a mixture of these gases, at the + pole, accord- 
ing to the strength of the acid. Very dilute acid yields 
nearly pure oxygen. Strong acid of the strength which it 
generally has in commerce, or that which ia got by distilling 
the commercial acid, and which. containB about 30 per cent. 
of HCl gives pure chlorine at the anode. By an arrangement 
similar to that described in Art. 181 for the preparation of 
detonating gas, tiie elements of H and CI are obtained in 
exaJ2tly the proper proportion to form HCl. It is necessary, 
however, to use as an anode a carbon electrode, since chlorine 
liberated upon any metal whatever attacks it. If more 
dilute hydrochloric acid is electrolyafid, the freed chlorine ia 
oxidized by the freed oxygen to ihloiic and pcRahloric acid. 

194. The electrolysis of the salt of a. metal which is not 
easily oxidized is beautifully shown when a weak solution of 
acetate of lead is electrolysed between platinum wire elec- 
trodes by a couple of 
Grove's cells. Such a 
cell being illuminated 
from behind may be 
imaged on a screen, and 
presents the appearance 
shown in fig. 150. 
Bubbles of oxygen arise 
from the + pole, while 
from the — fern-shaped 
grovrths of metallio lead 
are Been to grow and 

li^ ISO, ehoot acrosB the field. 
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Tlie first "fronds" on touching the oxygen are burnt oft' at their 
tips, but by -and -bye others follow in such mass that the 
interval is bridged over, metallic communication is established, 
and electrolysis ceases. If, before this ensues, the current is 
reversed, that is, the kathode is converted into the anode, and 
vice versd by altering the connections with the battery, the 
oxygen ceases on a and the metallic growth commences there. 
The lead upon b is seen to dissolve away from the points 
backwards. The oxygen which is emancipated then unites 
with the lead, and the oxide of lead so formed dissolves in 
the free acetic acid, which was one of the products of the 
original electrolysis, and which is present at any given time 
in quantity exactly equivalent to the quantity of metallic 
lead free at the same time. It is only when the whole of the 
lead on b has been thus dissolved off that bubbles of oxygen 
begin to appear at that pole. It is necessary that the battery 
power be not too great, else hydrogen is evolved at the 
kathode along with the lead, owing to the simultaneous 
decomposition of the water in such quantity that it does not 
meet with sufficient lead in its immediate neighbourhood to 
reduce, and some of the gas escapes as bubbles, which inter- 
fere with the regularity of the metallic deposit. Peroxide of 
lead is sometimes formed on the anode. 

196. Silver, when deposited by electrolysis from a solution 
of nitrate of silver (about 15 grains to the ounce) appears on 
the kathode as long, delicate needles. If the solution be 
rather strong, and especially if the action be reversed two or 
three times, a solid growth appears on the anode along with 
the gaseous oxygen. This is dioxide of silver (AggOg); it 
appears as black, extremely attenuated needles of very rapid 
growth and great brittleness. They shoot out, and encoun- 
tering the growth of silver from the kathode, are quickly 
broken. Many of them fall, indeed, by their own weight, for 
they have no substantial connection with the anode. 

196. Copper and iron and gold, when deposited under 
similar conditions, appear as rounded fungoid masses of no 
distinct crystalline form. The indescribable beauty of these 
phenomena of electrolytic deposition may be readily studied 
under an ordinary achromatic microscope. A drop of the 
metallic solution being placed on the object plat<e of the 
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microscope, two of the finest pieces of platinum wire are 
introduced into it, and then coimected with a couple of 
small Grove's cells. The process is best seen when the field 
is viewed by both transmitted and reflected light. 

197. By means of electrolysis an insight is got into the 
molecular construction of certain compound bodies which it 
would be otherwise difficult to attain. Thus, acetate of potas- 
sium KOgHgOg is divided by electrolysis into K + COg + CH3 : 
the potassium of course reacting upon the water present, and 
forming hydrate of potassium under the liberation of hydro- 
gen. The carbonic acid and methyl appear at the anode, 
and the former may be removed by caustic potash. It was 
thus that the body methyl was first obtained, and the con- 
stitution of the acetates determined. This view of their 
constitution was confirmed by the synthesis of the acetate of 
sodium by the direct union of carbonic acid with a compound 
containing zinc, sodium, and methyl, got by treating zinc- 
methyl with sodium. Valyl (C^Hq) has been similarly got 
by the electrolysis of valerate of potassium. 

The constitution of the sulphovinate of potassium has been 
determined in like manner. The formula of thiu body is 

and the question whether the molecule of ethyl (CgHg) is 
electro + or electro - in regard to the whole body; in other 
words, whether the salt contains a double base or a double 
acid appears to be decided in favour of the latter by electro- 
lysis; for on electrolysing the salt between zinc electrodes, or 
with the kathode of platinum and the anode of zinc, 
hydrogen is evolved at the kathode and sulphovinate of 
zinc is formed at the anode. 

198. Chemical Decomposition by high tension Discharge. 

— ^We may now add one more link, connecting high tension 
or frictional electricity with voltaic electricity, and so confirm 
the notion that the two kinds are essentially identical. Let 
two fine platinum wires be fused into two glass tubes, so that 
their ends only just peep out of the glass (fig. 151), and 
let one be connected with the + and the other with the — 
conductor of an electric machine. Let the two be immersed 
in well-boiled water slightly acidified. On sending sparks 
across the interval, hydrogen appears at the pole connected 
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with the - conductor, and oxygen at that connected with 
the prime conductor. The ratio of the 
two gasea is, however, far from that 
in which they occnr in water, for the 
volume of the hydrogen ia ahout three 
times instead of being exactly twice 
that of the oxygen. Bearing in mind, 
however, that we are here dealing with 
high tension electricity, that is, with a 
iind to which the galvanic current 
approaches when the resistance is great 
and the polea small, we cannot but 
admit that the deficiency of free oxygen 
may be reasonably attributed to the for- 
mation of ozone or peroxide of hydrogen 
(O3 or HjO;,) aa we found to be the 
case when voltaic electricity passed 
between very small electrodes. Pig. 151. 

199. This relation is further confirmed by maHng a series 
of sparks pass along a strip of blotting paper one-half of 
which ia coloured blue by litmna and the other yellow by 
turmeric, the whole being isolated on a glass plate. If the + 
conductor be in contact with the litmus, and the - with the 
tm-meric, the former turns red and and the latter brown when 
the whole is moistened with sulphate of soda. Actual con- 
tact with the conducting wire is not essential. The wirea 
may be sharpened and brought within an inch of the ends of 
the papere. The point discharge which then ensues effects 
the same decomposition of the sulphate. 

200. Electric Osmose, and Migration of the Ions.— 
Let a narrow glass cell A (fig. 152) be divided by a wall of 
porous earthenware B, and let electrodes of platinum-foil 
and I> be connected with Zn and Ft, the respective poles of 
a 10-cell Grove's battery. Place pure water in the cell A, 
so that it stands at exactly the same level in both divisions. 
Scarcely any gaa will bo evolved, the water being so bad a 
conductor. But in the course of a few hours, the water 
around the — polo will bo found higher than that around the 
+ pole (2). With diliite sulphuric acid, or sulphate of copper, 
the amount of electrolysis 13 very much greater, but the 
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difference of level ia found to be leas, while vith alcobol and 
I other liquids, -which con- 
duct even worse than water, 
the passage towards the — 
pole ia greater. A seriea 
of exact experimenta have 
been made with the appa- 
ratus shown in fig. 153, 
which exhibits all the parts 
as though they were trans- 
parent. The outer cylinder 
A ia open at the top. B 
is the anode in the form 
of a cylindrical sheet of 
A platinum (or in the case of 

Kg. 152, alcohol, copper). C is a 

cylindrical porous earthenware cell, ^stened above to a short 
cylinder of glass E of the same size, which cariics a cork E. 



Fig. ID3. 
Through the cork F passes a pLitinum wire, pratocted fr03i 
contact with the cork by being fused into a glass tube, and 
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carrying below the copper or platinum kathode T>. Through 
the cork F also passes a tube G, whose inner end dips into the 
liquid in the porous cell. On connecting the electrodes with 
the battery, as indicated by the signs, the current passes from 
!B to D, and the liquid moves with it. The whole of the 
porous cell and glass cylinder, up to the cork, and the tube 
G, being perfectly full, the quantity of liquid which escapes 
from C is the same as that which has been moved by electric 
osmose. The gas is evolved in the case of alcohol or sulphate 
of copper, and an exceedingly small quantity in the case of 
water : such gas (H) may be collected and measured if neces- 
sary. It is found that the amoimt of electric osmose is 
proportional to the current strength of the battery, and that 
it is also proportional to the resistance of the liquid. The 
total quantity of electricity which passes through the cell 
may be measured by interposing a cell of sulphate of copper 
in the circuit, and weighing the quantity of metallic copper 
deposited upon the kathode of the interposed cell. This 
method of determining current quantity will be considered 
in Chap. IV. 

201. The migration of the ions during electrolysis is 
measured in the following way: — ^A and £ (fig. 154), are two 
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Fig. 154 

similar cylindrical glass vessels for receiving the liquid to bo 
examined. These being filled 'with the liquid, a syphon tube 
D is inserted so as to connect the two, and the air is drawn 
out of D' imtil it is full; the tap K is then turned oif, so 
that the syphon remains full, and the level of the liquid in 
A and £ is of course the same. C is a cell of sulphate of 
copper^ having two platinum electrodes^ one of them (E) being 
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of known weight. H and G are also platinum electrodes, 
and the whole are connected together and to the battery Pt, 
Zn, as the figure shows. The current passes from Pt to F, 
to E, to G, through the syphon to H, and so to Zn. 

After the current has passed for some hours it may be 
disconnected, and the tap K opened, whereupon the liquid in 
each leg of the syphon falls into its respective vessel. If 
A and B are filled with sulphuric acid and water (Sp. Gy. 
1-116), it is found that for every grain of copper deposited 
on E, there are 0*2754 grains of sulphuric acid (H2S^4) 
migrated to the cell C, or for each equivalent of copper 
there have passed 0*18 equivalents of HgSO^. On substitut- 
ing hydrate of sodium, NaHO in solution (of the Sp. Gy. 
1-06), for one equivalent of deposited copper there are found 
to be 0*16 equivalent of sodium (or hydrate of sodium) 
transposed to A. 

202. Let now both A and B be filled with sulphate of 
copper of the specific gravity of 1*09. It has been found 
that for every equivalent of copper deposited on E (or H), 
0*18 of copper, as sulphate of copper, had passed into A. If 
the electrode G be of copper, its being oxidized and dissolved 
caused as much as 0*36 equivalent of copper to pass as sul- 
phate into A, for every equivalent of copper deposited on E 
or H. More copper is therefore always deposited on H than 
reaches A by the travelling of the sulphate, and this is true 
whether G be of platinum or copper. If G be of platinum 
both cells lose in dissolved copper, because in A more copper 
is deposited than reaches that cell by travelling through the 
syphon; while there is nothing to replace the loss which 
B thus experiences. If, now, G be of copper, the liquid 
in B becomes richer in copper as the electrolysis proceeds, 
because for every equivalent of copper which is deposited 
on H, an equal amount is dissolved off G, and this is not 
coimteracted by the lesser quantity which travels through 
the syphon. 

203. Electro-plating or Qalvano-plastic. — ^The covering 

of a body with metal by the galvanic current, is usually 
effected from one of two purposes : either by protecting a 
baser metal with a nobler one to shield the former from cor- 
rosion, and to give to the whole the appearance of being 
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made out of the nobler metal. This may be called electro- 
plating. Or by depositing a coat of metal on one object to 
obtain an exact metallic impression of the object. This may 
be called distinctively galvano-plastic. For the first of these 
— electro-plating — ^the object is only effectively attained when 
the deposited coating is firmly fixed upon the object; for the 
latter, subsequent separation must be kept in view while 
preserving such close contact between the coating and the 
object, that the finest lines of the original are reproduced. 

204. It is of course essential that the surface of the body 
which has to receive the electro deposit should be a conductor. 
Metallic objects to be plated should be scoured with caustic 
soda to remove grease spots, then with water to remove the 
alkali, and lastly, they should be momentarily dipped into 
nitro-hydrochloric acid to remove any metallic oxide, and 
immediately plunged into clean water, which should be 
renewed a few times. The roughness of the surface 
produced by the corrosive action of the acid is favourable to 
the adherence of the film. tLet us suppose that it be desired 
to plate with silver a copper fork. A solution is made 
consisting of 100 parts of water (by weight), 10 parts of 
cyanide* of potassium, and 1 part of cyanide of silver: a 
clear solution is thus obtained, which is placed in a jar A (jag. 
155). A metal rod B is placed across the rim of the vessel 
A, and from this the fork is hung by a metal wire which may 
be covered with wax all over, excepting where it is in contact 
with B and the fork. C is a rod similar to B, and from it is 
hung a silver plate D by means of a silver wire. C is con- 
nected with the Cu and B with the Zn poles of a Darnell's 
cell having large surfaces, so that there may be as little 
resistance as possible; and to this end the connecting wires 
are as short and thick as convenient. Silver is deposited 
upon the fork, and the released cyanogen dissolves a precisely 
equal quantity of silver from the + electrode, which is the 
silver plate. Hence the liquid remains from first to last of 
uniform strength. The fork is from time to time turned, so 
that back and front are in their turn nearest to the + electrode, 
for the deposition is thickest on the side nearest to that pole. 
If spots appear on the . fork where the silver is imperfectly 

* Or ferrocyanide of potassium. 
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deposited, it la taken out and the parts scoured with clean 
fine sand and water. The attachment of the wire to the fork 
is from time to time shifted. In the course of one or two 
days, depending on the strength of the Daniell's cell, the 
process may be complete. As a rule 'when — as in the above 
caae — the exposed surface of the deposit should be smooth, it is 
advisable to employ an alkaline solution. Copper, for instance, 
in a solution of nitrate of silver covers itself with an inco- 
herent film of silver which is porous, and this independent 
action interferes with the consistency of the electronieposit. 
A. few drops of sulphide of carbon (CS,) stirred up with the 
double cyanide, for some unexpiained reason causes the 
silver deposit to be formed with a bright surface. The moi'o 
gradually the deposit is formed the tougher and softer it is. 



Fig. 155. 
205. The electro-deposition of gold is generally effected 
from one or other of the following solutions: — the double 
chloride of gold and sodium dissolved in soda; chloride of 
gold dissolved with ferrooyanide of potassium; sulphide of 
gold dissolved in sulphide of potassium. The most generally 
useful solution contains 1 part (by weight) of dry chloride of 
gold, 2 of feiTOcyanide of potassium, and 100 of water. This 
solution serves for gilding silver, copper, brass, bronze, 
German silver, steel, and iron. To gild tin, the latter metal 
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must first receive a coating of copper. The deposition of 
both silver and gold is accelerated by warming the bath in 
which the electro-plating occurs. To electro-plate with plati- 
num^ a solution is made of chloride of potassium and platiniim 
dissolved in caustic potash. 

206. Copper, lead, tin, and zinc are also advantageously 
deposited from alkaline solutions when, as in the case of electro- 
plating, the metallic film has to adhere. The double cyanide 
of copper and potassium; the plumbate of potassiimi (got by 
digesting litharge in caustic potash); stannate of potassium oi 
tartrate of potassium and tin; ziucate of potassivim (oxide of 
zinc dissolved in caustic potash), are the solutions of the 
metals most generally used. Iron and nickel are generally 
deposited from double tartrates of the metal with potassium. 
Nickel so deposited is considerably used at present for cover- 
ing and protecting iron and steel from oxidation. Electro- 
deposited iron is remarkably pure from the substances which 
usually contaminate it (sulphur, carbon, silicon, and phos- 
phorus), but contains a considerable quantity of dissolved 
(" occluded") hydrogen which is expelled by heat. 

207. Leaves, flowers, insects, and other perishable bodies 
may be electro-plated, and, if the deposit be not too thick, much 
of the beauty and character of the original is preserved. A 
leaf dipped into a solution of nitrate of silver, and nearly 
dried, and then plunged into a solution of phosphorus in 
bisulphide of carbon, or exposed to the phosphorous acid 
arising from phosphorus exposed to the air, becomes coated 
with a thin fQm of metallic silver, the metal being reduced 
by the phosphorus or phosphorous acid. This film, thin as it 
is, suffices to convey flie current and make the whole surface 
conductive, so that on connecting any part with the — pole of 
a battery, and plunging into one of the metallic solutions 
above described, while Qie -h pole is made of the same metal, 
a deposit of metal ensues. Such coatings, if sufficiently thick 
to bear handling, are necessarily destitute of the finer lines 
of the original. In some cases, however, the original sub- 
stance may be removed by burning or an acid without 
destroying the metal coating, and the latter may then serve 
as a mould for casting, or for a second metallic deposit 
effected electrolytically. 
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208. In a variety of cases the object sougnt is not to 
permanently cover the body (electro-plating) but to obtain a 
copy of it, either a negative (i.e., an intaglio from a relievo or 
vice v&rsa) or a true, positive reproduction. In all cases 
where the original is not " undercut," as in tool engravings 
(not etchings) and baasi rdievi, such impressions are easily 
taken without injury to the original. We will suppose that 
the problem is to obtain a copper copy of a bronze coin. 
A copper wire is wrapped round the edge of the coin tightly. 
The wire and the back of the coin are covered with varnish 
or wax. The face of the coin is thoroughly cleaned, and 
brushed over with a dilute solution of potash, or slightly 
warmed, or exposed for a moment to iodine vapour. Hereby 
it is slightly tarnished, and the film subsequently deposited 
on it does not form absolutely one piece with the original* 
It is then made the - electrode in a solution of copper (Art, 
204), the anode being also of copper. After two or three 
days the film of deposited copper is sufficiently thick to bear 
detaching. A copper negative is thus obtained, which, on 
being similarly prepared, receives a deposit, which, when 
detached, is an exact counterpart of one face of the original 
coin. The first or negative deposit may, of course, be used 
as a mould for taking castings in. It may receive paraffine 
or plaster of Paris, etc. 

209. In many cases antique coins are considered too 
precious to bear the handling above described. A negative 
mould of them may in such instances be taken in plaster 
of Paris or gutta-percha softened in warm water. In 
using the gutta-percha it is gently pressed upon the coin and 
not removed till quite cold. The negative impression is then 
brushed over with the finest powdered plumbago (graphite), 
having been previously (if plaster of Paris) soaked in melted 
wax or paraffine. The wire being firmly wrapped round as 
before, the back is varnished and the metal deposited as pre-' 
viously described. 

210. It will be im.derstood how copper-plate engravings 
can be multiplied by galvano-plastic. The engraving must 
be covered electrically with copper, and this again covered 
with copper to reproduce the original, or the first impression. 
may be made in plaster of Paris or sofb gutta-percha. Wood 
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engravings lose somewhat of their beauty on reproduction. 
Daguerreotypes may receive electrically deposited copper. 
In a daguerreotype the darkest portions are the deepest 
beneath the surface. Although the difference of elevation 
of the parts is almost microscopic, the copj)er faithfully 
follows the surface; the deepest parts of the daguerreotype 
are represented by the highest elevations of the copper 
impression : these take the ink and produce darkness in the 
print. 

211. Without entering further into the technicalities of this 
beautiful art, there are still one or two points which may be 
mentioned. When the article to be coated is small, and 
time is no object, the battery is sometimes dispensed with; 
the object to be covered is then itself made to perform the 
function of the electro-metal of the battery. An arrange- 
ment of this kind is shown in fig. 156. A glass vessel A, 
containing sulphate of copper, is pro- 
vided with a perforated trough round its 
upper rim, as in Daniell*s cell, for the 
purpose of holding crystals of sulphate 
of copper; or bags of that substance are 
hung round the edge. In this cylinder 
is a porous one C; or a glass one with 
a bottom made of bladder. C is filled 
with dilute sulphiuic acid, and contains 
the zinc cylinder Zn connected by a 
wire with a tray B in the copper solu- 
tion, upon which is placed the object 
to be coppered. The action needs ni 
further explanation since it is precisely 
the action which takes place in a 
DanielFs cell, with the exception that 
in the latter the vessel containing the 
copper solution is itself whoUy made of Fig- 156. 
copper, whereas here the copper is only deposited on the 
conducting surfaces resting on B. 

212. Qlyphography may be briefly defined as the reverse 
of etching. A metallic surface is covered with wax, which 
is then scratched off where shadows or outlines are to appear. 
When the metal is soldered on to a wire, and, its back being 
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covered, it is made the kathode in sulphate of copper or 
tartrate of iron and potassium, the metal is deposited on the 
exposed surface, and not on that wax-protected. On washing 
the wax off with turpentol and alcohol, an embossed 
engraving, or rather relief resembling a wood-cut, is obtained. 
The parts of the plate exposed are raised : they take the ink 
and produce lines or shadows in the impression. 



CHAPTER IV. 

MEASUREMENT. 

213. We are now sufficiently familiar with what may be 
called the origin and general nature of the galvanic current 
to study its measurement. It must be borne in mind that 
the science is comparatively so new, and its phenomena so 
unfamiliar, that its nomenclature is largely borrowed from 
those of other branches of science. Analogies between 
different classes of facts are both useful and perilous. They 
are useful, indeed invaluable, in aiding the mind to get a 
conception of the unfamiliar, by referring it to the familiar: 
perilous because it is rare that any two physical analogies 
are perfect, and because if, as we are naturally inclined to 
do, we seek to trace analogies too far, and apply the adjectives 
of one branch of physics without reserve to another, we get 
soon bewildered by inconsequent conclusions. 

214. Water Currents through Tubes. — If we accept the 
notion that when the poles of a cell or battery are joined, 
the whole circuit is tra-versed by a current of what is called 
Voltaic electricity, we may. at once examine how far the 
analogies are preserved between this current and those with 
which we are most familiar, namely, the currents of air and 
water. Let us consider the flow of water along a horizontal 
cylindrical tube A filled with fragments of sponge or other 
substances which obstruct the flow. Let one end of A be 
in connection with a limitless reservoir of water, or one in 
which the surface of the water is always kept at the same 
height above the end of the tube, whatever be the quantity 
of water which flows through the latter. Let the sides of 
the tube itself offer no resistance to the flow. Let H be the 
height of the surface of the water above the end of A. Let 
the length of A be ^, and its sectional area a. Let W be the 
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quantity of water which flows through A in the time t when 
A is empty. Let W be the quantity flowing in the same 
time when A is full of sponge. Then W - W represents the 
deficit in quantity produced by the sponge, that is, the re- 
sistance of the sponge which we may call R, then E, = W — 
W. When the height increases, the quantity flowing through 
in a given time, or current quantity, increases in the same 
proportion, so that for 2H we get 2W. We should also 
get 2W for 2H if A were empty, so that 2W - 2 W' or 
2(W-W') or 2R is the resistance when the height (or 
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'Fig. 157. 

pressure) is 2H, and so on. Now it is clear, and also appears 
from experiment, that n tubes exactly like A, put side by 
side, will deliver (H being the same) just n times as much 
water as any one of them. In other words, a single tube of 
sectional area na will deliver n times as much water as a 
single tube of sectional area a, whether both be full of sponge 
or both empty. The total deficit which measures the resistance 
will be w(W- W') or nR\ Again, if n tubes of length e 
each be placed end to end, they will, when empty and non- 
resisting, deliver for like pressure H the same quantity as 
one alone. But if, as before, full of sponge, the deficit, or 
measure of resistance will be W — nW or Rn = W - wW'. 
Resistance is here measured by deficit in resultant quantity. 
215. Next, fig. 158 (1), let two tubes A and B, of which 
B has twice the sectional area of A, be full of water and 
similiar resisting substance, and let them be connected at 
their ends by two enlargements which transmit the liquid 
pressure without obstruction. Let there be a pressure in B 
in the direction of the arrow of one gram per millimeter of 
sectional surface. There will be a pressure of one gram on 
evexy square millimeter of A. There will be half the tot£il 
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pressure on the A Bection that there is on tbe B aection. 
The same quantity of wat^r will pasu tlirougli any complete 
section of A or B in the same time. Hence wo have the 
following relations. 




Pig. 158. 
QuRntitj> tbrough A section =qniuLtity throngh S section In nme 

Tension or preBsure per agmire nnit on A section = tension or 

pressure par square unit on B section. •»""'-.•(. „,.^, 

Total pressoKou A sectioii=hslf total pressure on Beection. " ' 

Rate of current throagli A section^twiae rate of current throogli 

B flection. ... 

Precisely similiar relations would exist according to the 
well-known laws of hydrodynamics if, as in 
fig. 168 (2), B has half tiie sectional area of A, 

S16. Let OS compare the above with the 
circulation of a Toltiuc current in a single cell 
circuit. That which corresponds to the cause 
of the aqiieous circulation (the pressure due 
to the height H, Art. 214, or the pressure in 
B, Art. 215), in other words, that which 
corresponds to the flnid tension, is here called 
electi-omotive force. We aeed not consider 
now where it takes its origin. We know, fig. 1 
159, that the current passes in the direction ^ 
of ihe arrows, and that it meets with resist- Fig. 159. 
ance both to its passage tiirough the liquid, and its passage 
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througli tlie connecting wire. We know that tlie quantity of 
current passing through any complete section of the circuit in 
the same time is the same. This quantity measures the current 
strength. And here it must be well noted that we have a 
breach in the analogy in our nomenclature. For the current 
steength of a liquid stream, such as a river, is usually con- 
sidered not as proportional to the quantity of water flowing 
down the whole channel in a given time, but to depend 
directly on that flowing through a unit of area, and is so used 
to express the same condition as velocity. The current quantity 
of an electric current is strictly analogous with the " volume" 
of water which the river pours down. The intensity of 
the electric current corresponds to the velocity of the liquid 
one. 

217. Ohm's Law. — Let us by q denote the quantity of 
electricity which passes in a given time through any complete 
section of the circuit of fig. 159. Or, since we may always 
consider the time the same, let q denote the current strength. 
Let e denote the electromotive force of the celL This de- 
pends wholly upon the nature and not upon the quantity of 
the constituents of the cell (just as the aquamotive force 
depends upon the height, and not upon the mass of water in 
the reservoir). Let the total resistance throughout the circuit 
be called r, and let electrical resistance be defined as that 
which, when doubled, halves the cuiTcnt strength, when 
halved doubles it and so on. We have then for a single 
cell— 

r 

The resistance r consists of two distinct parts, namely, the 
resistance in the fluid, which we may call j^, and the resist- 
ance in the connector, which we may call c^\ then 

r=fr+Cr («) 

and therefore e ,^. 

* Suppose now a number n of perfectly equal and similar 
cells are joined together, as in ^g, 160 (1), to form a battery 
(in the fig. n = 3). And let the terminals be joined together 
by the same wire which joined the elements of the single 



i 
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cell. And suppose tlie connections between the cells offer 
a negligibly small resistance. We have then, the electro- 
motive force in each cell being the same, a total electro- 
motive force of ne. Also the total fluid resistance must be 
nf„ while c^ remains constant. Accordingly, if Q be the 
total current strength— 



Q= 



- ne 



nfr+c. 



W 



Compare ^g. 160 (1) with 160 (2). The two figui-e*' are 
lettered homologously. The electromotive force which we 
may suppose is exercised at the given surface a (1) is repre- 
sented by the pressure a (2). The cell resistances or fluid 
resistances in (1) are represented by the tube resistances at 
a. The intermediate resistances 56 in (1), which we suppose 
to be very small, are represented by the enlargements /3,i3 
in (2). 




(1.) 



5B /i »'B 


1 1\ 1 


a 


a 

m 



(2.) 



Fig. ICO. 

In the above battery arrangement two extreme cases may 
be considered, namely (1) when the connecting resistance is 
incomparably smaller than the fluid or cell resistance, and 
(2) when the fluid or cell resistance is incomparably smaller 
than the connecting resistance. k. 
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la the first case, 

<V=o,orr=/„or3=-. 
and from (y) 

Q'=-y=—, and accordingly Q'=g* 
I In the second case, 

/,=(.,orp=c„ora=— I 

and from (y) 

Q''= - =n— and accordingly Q°=n2. 

It therefore appears that 'when the connecting refostance 
is very small compared with the cell resistance, there is but 
little advantage in maltiplying the number of cells when 
thej are arranged as in fig. 160. But that when the cell 
resistance is very small compared with the connecting re- 
sistance, the quantity of electricity which passes is almost 
in direct proportion to the numher of cells when so arranged. 
Hence, in order to overcome a great external resistance, that 
is, a resistance in the connecting circuit, the cells should be 
connected as in fig. 160, that is, zinc to copper alternately. 
Snch an arrangement is called on arrangement for intensity. 
218. Next let us take the elementary cell of Art. 217, and, 
inBt«id of multiplying it, 
let us increase the size of 
i its plates, retaining every- 
tbii^ else as before. The 
electromotive force remains 
the same as before, for 
though there are n times 
as many regions where the 
electromotive forces aet 
side by side, they no more 
assist one another than da 
the neighbonring vertical 
in affecting the prwsure c 



Fig. 161., 
oolnmns of water in a 



the exit pipe. Hie external resistance, ve will suppose, to 
remain the same. The increase in the size of the plates 
most be followed by a proportional diminution in their resist- 
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axtce, or rather in a proportional increase in the quantity of 
electricity they allow to pass through. Henco 



Q= 



_ we 

As before, let us see the effect of increasing tlie plate size 

(1), when the external resistance is incomparably smaller 

than the internal; and (2), when the reverse is the case. In 

e 
the first case r =/J. and g' == - , so that putting Qj for the total 

quantity of electricity 

-ngt Q) 

In the second case r = e^, so that if Qa be the total current 
strength 

e 

^t . 

In other words, when the external resistance is very small, 
the making the plates n times as big sends nearly n times the 
quantity of electricity through the circuit. On the other 
hand, scarcely any advantage is derived by increasing the size 
of the plates if the external resistance is comparatively very 
much the greatest. 

219. The effect of enlarging the plates may be obtained by 
connecting the plates of the cells of a battery in such a 
manner that all the zincs are connected together, and all the 
coppers (platinums or carbons) are together. The circuit is 
completed by joining the family of zincs with the family of 
carbons. Thus, in fig. 162, the cells are shown connected in 
the usual way. In fig. 163, they are connected in the second 
manner; and in ^g. 164, three cells, forming a group, are 
connected in the first manner, while the groups Siemselves 
are connected in the second manner. 

If the ratio between the total external resistance to be over* 
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come and the resistance of one cell is known, the maximum 
current is obtained from a number of cells by so arranging 
them in groups that the number in each group is as near as 
possible a mean proportional between the total number of cells 
and the ratio between the resistance of one cell and the ex- 
ternal resistance. iAjid the maximum current is obtained, if 
the external resist^ce is fixed, by so arranging the cells in 
gi*oiips that the total cell resistance is equal to the connecting 
resistance. 




Fig. 162. 

To prove these assertions let us call the arrangement, such 
as in fig. 162; tandem^ and the arrangement of fig. 163 abreast. 



7.n 



7y7b 




Fig. 163. ' 

If we take a battery of n cells, an^anged tandem, and take away 
half of the cells, we halve the electromotive force (which, in 
tandem, is additive), and we also halve the internal or cell 



n 



resistance. Place now the two tandem halves of -r cells each 
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abreast of one another, and connect the zinc pole of one with 
the zinc pole of the other, and likewise the two platinum poles 
together (fig. 164). The elec- 
tromotive force is now the same 
as in the half battery ; but the 
internal resistance is halved, 
because the size of each plate 
is virtually doubled by being 
connected with an equal plate. 
Accordingly, on breaking a 
tandem battery in half, and 
connecting the halves abreast, 
the cell resistance is made ^ 
of that of the entire battery 
ranged tandem. If it be broken 
up into four quarters, which 
are arranged abreast, the in- 
ternal resistance is 




Pt. . 2t: 

Fig. 164. 
•^ of the original, and so on. In 
general terms, if it be broken up into (n) equal parts^ 

the internal resistance will be a --^ of the tandem bat- 



n' 
tery. Thus, the internal resistance of fig. 163 is 36 times 
that of fig. 164. Consider now a tandem combination. We 

E 

know that Q = p q when E is the total electromotive force, 

F^ the total fluid or cell resistance, and C,. the connecting, 
resistance. Let now the battery be broken into n equal 
parts, and the parts joined abreast. The electromotive force 

E . F,. 

becomes now — The internal resistance becomes .72 ^ *^** 

9 



n» 



n' 



Q= 



F 



E 






E 



and since 



If now P- = C,. this becomes Q = rr-; rr 

n + \ must always be greater than 2, by making F,. = C,. the 
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denominator of this fraction becomes as onall as possiblei 
and consequently Q as great as possible. 

Again, if we have N cells, with which we wish to send 
as strong a current as possible through an external resistance 
C^, into how many tandem batteries shall we divide N? 
Let the most favourable arrangement be that in which there 
are n groups of m cells each. We wish to find w, and we 
know that «m = N. If^J. be the resistance of a single cell, 

the total internal resistance of the combination is X — 

Since, however, we know that for the maximum current the 

internal must be equal to the external resistance, C- =fr— 

n, 

but 71= — so that 0- = /l-:r=- and therefore m= , ^ - . Or 

m is the mean proportional between the number of cells and 
the ratio between the external resistance and that of one cell. 
219. The above laws, which are the only ones of Ohm's 
laws which we need consider, are of great use in the quanti- 
tative examination of current effects. The three most con- 
spicuous ways in which the quantity of a current is measured 
are: — (1), Its mechanical power of turning a magnetic needle 
in opposition to the directive magnetism of the earth; (2), 
the chemical power of separating and rearranging the par- 
ticles of liquid conductors; and (3), by the heat produced in 
conductors — ^both liquid ones, which undergo electrolysis, and 
solid ones, such as metals, which conduct without undergoing 
decomposition. 

220. The Tangent Oalvanometer.— Already, in Art. 141, 

we have seen how a current, passing in the same vertical 
plane as a magnetic needle, and either above or below it, will 
deflect the needle out of its magnetic meridian, and retain it 
in its displaced position. We shall examine in the sequel 
the precise relation of such displacement in numerous cases; 
but here we may assume that a current passing from S. to N. 
above a magnetic needle turns the N. end of the needle to the 
W. Also, if a current passes from N. to S. below the needle, 
the ISr. end will also turn to the W. In other words, if a 
current circulates around a needle in the plane of the magnetio 
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meridian, the needle will turn out of the magnetic meridian 
and take up a position depending (1) upon the strength of 
the circulating current; (2) its distance from the needle; (3) 
the earth's magnetism. A magnetic needle which is dis- 
placed seeks to regain its former position — one end is pulled 
towards the N. and the other towards the S. pole of the 
earth. These forces act with the greatest leverage upon the 
needle when it is at right angles to them; that is, when it is 
forced into a position E. and W 
On the other hand, forces act- 
ing E. or "W"., to turn the needle 
out of the magnetic meridian 
will act most effectively when at 
right angles to the needle, and 
less and less advantageously 
as the needle becomes more and 
more displaced. By measuring 
the angular displacement which 
the needle undergoes when a 
current passes round it in the 
magnetic meridian, the ratio be- 
tween the directive magnetism 
of the earth and the repellant 
action of the current is at once 
obtainable. Thus, let a current 
SN pass above the magnetic 
needle BA, both being in the 
magnetic meridian. Let the 
needle be thereby deflected 
through an angle a, and take up 
a position EC. We need only 
consider the forces on the end Fig, 165. 

C of the needle: for all the others on the same half of the 
needle are similar, and those on the other half symmetrical 
Since C is at rest, and is acted on only by the directive force 
of the earth in the direction CD, and the repellant force of the 
current in the direction CR, it follows that the resolved parts 
of these forces at right angles to OE are equal and opposite. 
Make, therefore, OH and OF equal to one another (of any 
arbitrary length), and draw ¥R and HD at right angles to 
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FH. Then CD and CR will relatively have tie respective 
magnitudes of the directive magnetiam of the earth and the 
repulsion of the current. It is clear that the angles CDH 
and BCF ore each equal to a. 

CP=CE COS. •. 

CH = CD sill. •. 

CP=CH 
.*. CRcofl. ■-CDBin.. 

CE = CD tan. a. 
Or the repollant action of the current is equal to the directive 
force of the earth, multiplied hy the tangent of the angle of 
displacement. If, 'while the earth's magnetism remains the 
same, a second current gives a deflection f3, it is clear that we 
should get 

CR tan, a. 
CR'~tau. H'. 
Or this ratio of the repellant effects of the current is propor- 
tional to the tangente of the angles of deflection. Hence 
the instrument is called a tangent galvanometer. If the 
needle be very small, the repellant action of the current is 
directly proportional to the ctirrent's eti^ngth; so that the 
latter is measured directly by the tangents of the angular dia- 
placement. 

The strength of the magnetism 
of the needle is without influence 
upon the indication; for while a 
singly magnetized needle is more 
strongly repelled by the current, it 
is also more strongly directed by 
the earth. 

If the needle is of a consider- 
able size in respect to the ring 
around which the current passes, 
the ends of the needle will become 
sensibly further from the current 
after deflection, and too low a read- 
ing will result. If the needle be 
placed on one side of the ring 
Fig. 166. at a considerable distance away, 

the reading is agtun faulty, but by excess. For, as the needle 
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turns, one end approaches, and the other recedes from the 
ring; and the effect of change of distance on the nearer end 
is greater than on the more distant. It has been shown that 
when the needle is placed from the centre of the ring, at a 
distance equal to one quarter of the ring's diameter, these 
errors eliminate one another. If the current is made to pass 
in succession in opposite directions around two such rings, 
the most favourable conditions obtain, and the most exact 
measurements got. 

Fig. 166 shows the single ring Tangent Galvanometer or 
Rheometer, which can be understood without further expla- 
nation. 

221. The Sine Galvanometer. — Imagine the current to 

have produced a certain deflection in the tangent galvano 
meter. Let now the ring which conveys the current be 
turned on a vertical axis in such a manner as to pui^sue 
the needle. The needle retreats further and further, but 
more and more reluctantly, because the earth's magnetism 
acts more and more perpendicularly to it. At last the 
ring and needle are forced into one plane. The repellant 
force of the current acts at right angles to the needle, while 
as before, fig. 165, the resolved part of the earth's directive 
force at right angles to the needle is proportional to the 
sine of the angle of displacement. And these forces at right 
angles to the needle being equal to one another, it follows 
that the current repulsion is equal to tbe earth's directive 
magnetism, multiplied by the sine of this angle of displace- 
ment, which is the angle through which the wire has been 
turned. Or the strengths of two currents are to one another 
as the sines of the angles through which this ring must be 
turned to overtake the needle, 

222. Absolute Galvanometer. — Still another form of 
galvanometer is shown in fig. 167, its principle depends upon 
the measurement of the current strength, by finding what 
torsion force is necessary to bring to a given distance of one 
another electro-magnets which are so excited by the passage 
round them of the current that they repel one another. The 
principles involved are : (1), that the torsion of an elastic wire 
is directly proportional to the angle of torsion; (2), that 
within certain limits the magnetic power of an electro- 
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magnet (see AH. 229) ia proportional to the square of tbe 
current strength. The current enters ftt a by the screw 
clamp, thence it passes beneath the circular wooden stand c, 
along the copper wire a b. It rises vertically and coils round 
a soft iron mass /, which lies horizontal and tangental to 
the uds of the uistrument. It passes down and across the 
centre of the board, then rises 
and coils round a soft iron 
mass /, exactly similar and 
similarly placed to /, but on 
the opposite side of the in- 
strument. Having encircled 
f, the current-bearing wire 
again descends, and carries a 
mercury cup g, through whoso 
bottom it passes, and which 
is exactly in the axis of the 
instrument. The current then 
leaves the mercury by the 
wire t which dips into it. It 
then traverses the wire round 
the iron jn. Thence it crosses 
' the instrument and forme a 
I spiral round m, after which it 
' passes into the mercury cup h, 
which is exactly below g, and 
so to the binding screws. The 
spir^ are such that there 
is repulsion between/ and m, and also between f and tn'. 
It is seen that the magnetic pairjyis fixed. The pair mm' 
is movable about a vertical axis. The system mm' ia hung 
by a metal or glass thread k from the rod I, which works 
stiffly through the nut o. The latter carries an arm and 
vernier p, which slides upon the graduated bead g. The 
scale, nut, eta, are supported on the glass tube r, which is 
fastened by the cross a on to the plate-glass disc t, which 
I'csts upon the top of the glass cylinder v, clamped upon the 
wooden base e, rating on levelling screws. In the side of 
H is a flat glass window to, through which a vertical line of 
light may be focussed njion x, a mirror fastened vertically 
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to the mm' system; and thendo thrown upon a scale in tlie 
manner now so often employed. 

When the instrument is used, the upper plate t and the 
system m m' are removed by lifting t. The edge of i^ is 
rubbed with bees'-wax to prevent t from slipping upon it. 
The copper wires penetrating the cups, and those which are 
to touch the mercury above are amalgamated, and a little 
mercury is poured into the cups. Thin amalgamated plati- 
num foil is then pressed into the cups, and mercury is poured 
iipon it. By this means the meniscus is concave, and the 
hung wires tend towards the centre of the cups. The upper 
part is then replaced, and so adjusted by turning the plate t 
and the cylinder u that the mirror x is parallel to the window 
, w, when the axis of mm! makes an angle of about 15° with 
that of ff. The rod I is adjusted so that the wires of m m' 
just touch the mercury; and by the levelling screws ^ is so 
swung that m and^ and also m' and/' are exactly opposite 
to one another, and the wires in the centre of the mercury 
cups, A slit of light is then sent through w, reflected by x 
on to a screen, and the head o is so turned that the slit is split 
by an arbitrary vertical line on the screen. The reading of 
p is then noted. A current passing through the system 
forces mm! away from//*'. Turn the head o until the slit of 
light is again brought to the mark on the screen. The angle 
through which it must be turned is dii-ectly proportional to 
the magneto-repulsion at that distance. Anodier current 
necessitates a different amount of torsion to bring the light 
to the same spot, that is, to bring the electro-magnets to 
the same distance as before. The two readings of torsion 
are proportional to the squares of the currents which pro- 
duce the repulsions. The device of bringing the repellant 
magnets to the same distance from one another, gets rid of 
a whole series of sources of error. Many of the laws of 
electro-dynamics may be readily illustrated by this instru- 
ment, and not only may the strengths of different currents be 
directly compared, but also the absolute magneto-mechanical 
value of the current may be determined, if we know the 
torsion strength of the wire. 

2S3. Voltmeter. — ^That fonn of galvanometer or rheo- 
meter which depends upon the measurement of the amount 
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of chemical' change eflfected by the electrolytic action of the 
current, is usually called a Voltameter. In Art. 181 we 
have seen how the current from a battery, passing by means 
of platinum electrodes through acidulated water, resolves 
that liquid into its elements. The liquid which suffers 
electrolysis offers resistance, so that when we find a certain 
amoimt of electrolysis produced in a cell of water interposed 
in a circuit, through which a current of given strength is 
passing, we must not look upon the amount of electrolytic 
products as a measure of the current strength which was at 
first passing, but of that which is now passing. But if we 
interpose a tangent galvanometer, or absolute galvanometer 

in the circuit as well as the electrolytic 
liquid, we shall find that the amount 
of chemical work done, that is, the 
amount of decomposition effected, is 
directly proportional to the current 
strength as measured by one or other 
of these galvanometers. Fig. 168 shows 
the usual form of the VoJ^ameter. A 
glass tube a, graduated into cubic centi- 
meters, fits into one neck of a Woulff 's 
bottle b. Through the lower end of a 
are fused through the glass two plati- 
num wires c d, which carry two vertical 
platinum foils placed as close together 
as convenient. The bottle b is filled 
completely with dilute sulphuric acid. 
II I? The tube a, being also so filled, is in- 
j verted into the one neck of b. As 
much acid is then poured out of the 





^---- ^ — -'^ ^^^ irj other neck of 5 as is about equal to the 
""^~ —^—-^' contents of a. On introducing e and c? 

into the circuit, the mixture of hydro- 
gen and oxygen collects in a, and, 
Kg. 1681 making proper correction for tempera- 

ture and pressure, may be there measured. In order to 
establish the law that a current of twice the strength as 
indicated by the galvanometer always gives twice the 
amount of electrolytic products, and so on, it is necessary 
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to introduce into tte circuit some means for bringing the 
current to a certain strength after the introduction of the 
electrolytic Voltameter. One method of doing this is by 
employing a rheostat or rheochord, which will therefoi-e be 
, described immediately. 

224. The Bheostat has its name from the possibility, by 
its use, of reducing the strength of a current till it becomes 
of a certain predetermined strength. This it effects by in- 
troducing into the circuit a resistance which can he increased 
or diminished at pleasure. For the present we will only 
assume that the resistance in a wire increases with the 
length of the wire. So that if we introduce a certain length 
of wire into a circuit, we diminish the current strength moi'e 
than if we introduced a shorter wire of the same material ' 
and thickness. Let E and B be two perfectly equal cylinders 
which can turn on horizontal axes parallel to one another. 
The cylinder E ia made up 
of glass or other non-con- 
ducting Bubatanca The 
cylinder B is made of 
brass. A , German silver 
wire having its end attach- 
ed to the axis of E is wound 
round that cylinder in a 
fine spiral groove, the other 
half of which ia wound 
round tha. cylinder B in 
the opposite- direction, and 
isattached to the axis of B. T'ig. 1G9. 

It is clear that the resistance which the current experiences in 
the rheostat is that due to the resistance of as much of the 
German silver wire as is coiled upon the non-conducting cylin- 
der E, and bridges over between the two cylinders. For on 
reaching the cylinder B the current meets with such a largo 
mass of conducting material as to allow it to pass without 
obstruction. On turning E round in a left-handed direction, 
some more of the thin wire will be rolled on to E, and 
through this additional length the current will have to pass, 
and will therefore encounter a greater resistance. On turn- 
ing B in the same direction, an opposite result must ensue. 
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TEe current can therefore be weakened at pleasure, up to the 
amount attainable by the introduction of the whole of the 
wire. 

Returning now to Art. 222, let this rheostat, a Volta- 
meter, and a galvanometer, be all introduced into the circuit 
from a battery of say two cells of Grove's. Let the cylinder 
of the rheostat be so turned that the needle of the tangent 
galvanometer points to 45°; and suppose that we watch the 
needle, and when it shows any sign of returning, we diminish 
the resistance of the rheostat, and so favour the strengthen- 
ing of the current, and so keep the needle for five minutes 
at 45^ Imagine that in this time 20^® of mixed gas are 
collected. If we then so adjust the rheostat, that for five 
minutes the tangent galvanometer indicates 63^ 30', we 
know that twice the current quantity has passed, because 
tan. 45® = 1 and tan. 63® 30' = 2 nearly. Accordingly, we 
find that in the second five minutes 40~ of gas have been 
evolved. 

225. The Bheocord is a form of instrument for use where, 
owing to the strength of the current, the rheostat, by reason 
of the necessary thinness of its wire, cannot advantageously 
be used. Suppose the German silver wire ABC, fig. 170, to 
be doubled at its middle B, and to be stretched horizontally in 
two parallel lines between two uprights E and F fastened to 
a board. Let the wire pass tightly through two holes in the 
top of an iron thimble G, and also through two holes in a 
cork in the neck of the thimble. The thimble is filled with 
mercury, and may be slid upon the wires. If it be brought 
near to E, the current which enters A will traverse only a 
short length of wire before it meets the thimble and mercury. 



Fig. 170. 

It will then take the short cut through the mercuiy to get 
back to C. The distance of wire to be traversed will be 
greater according as the thimble approaches B. One can 
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use such B. rheocord in place of the rheostat, in the experi- 
ment of Art. 224, to maintain a current of constant strength 
as measured by bji intei'posed galvanometer. 

226. ThB Toltaatat and Voltameter.— It is possible to 
make the current to a certain extent in- 
terpose, by its own greater or less. action, 
a greater or less resistance in its own 
circuit, and thus perform upon itself an 
action somewhat similar to thnt effected 
by the governor of a steam engine. This 
is effected in the Voltastat or automatic 
rheostat, an instrument which can like- 
vise be used as a Toltameter. A wide 
glass tube T, open at both ends, parses air 
tight throu^ the cork G of the glads 
cylindrical vessel G. Two platinum wires 
p,p' f\ised into glass also pass through 
the cork, and are attached below to two 
triangular sheets of platinum foil which 
have their apices downwards, and are in- 
clined outwards from the axis of the 
glass. Through the cork also passes a 
tube D. This is opea at the bottom, but 
at the outer extremity it is fused so as to 
leave an exceedingly fine capUlary open- 
ing. The whole is filled wiUi dilute sul- 
phuric acid, so that the platinum plates 
are just covered. The relative capacities 
of liie tube T, and the cylinder glass, are 
such that the capacity of T, from the 
level of the liquid in G to the top of T, 
is about equal to the capacity of the 
cylinder G from the level of the liquid 
to the bottom of the platinum plates. On 
sending a current from p to p' between 
the platinum poles, the electa-olytic gas Fig. 171. 

accumulates above the surface of the liquid, and while some 
of it escapes through the capillary opening in D, this being 
insufficient, the liquid is forced up the tube T, whereby the 
irpper, wider, and nearer parts of the platinum poles are laid 
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bare. TLe resiatance between tlie polea is thereby increased, 
the ouirent is dumniahed in strength, and less electrolytio 
gas being formed, the opening at I> is able to relieve it. In 
a ehoi-t time a condition of equilibrium is established, the 
water in T being of such a height that its pressure is exactly 
capable of forcing ont sufficient gas through D to keep a 
definite fraction of the polea in action. FnrUier, if by actual 
measurement we know how many cubic-centimeters of the 
gas are delivered through D per minute, 
when the liquid in T stands at a certain 
height, we will know that we have a cur- 
rent of that electrolytic power whenever 
the liquid stands at that height in T. 
The tube T may be thus graduated and 
calibrated, and the strength of the cur- 
rent thus at once determined, the measure- 
ment being of course accompanied by a 
diminution of the current's strength below 
that which it would have without the in- 
tervention of the Voltastat. 

When used as a Toltameter simply, the 
instrument may advantageously have the 
form of fig. 172; the platinum poles are 
then rectangular, and remain totally im- 
mersed throughout; To this end the mano- 
meter tube T should be much thinner, and 
may be advantageously made to dip into 
mercury at the bottom of the acid. Thia 
Fig. 172. enables T to be much shorter. 



CHAPTER Y. 

ELECTRO-MAGNETISM. 

227. Already in Art 142, and in speaking of the galvano- 
meter in Arts. 220, et seq., we have seen that a current pass- 
ing above from S. to N., and at right angles to a piece of 
steel wire lying E. and W., so magnetizes the wire that its 
west end will afterwards point to the N., jnst as though a + 
spark had passed above it in the same direction. If we re- 
place the steel wire by a bar of soft iron, the other conditions 
being as before, the iron will become a magnet as long as the 
current is passing. A second current by the side of the first 
will produce an identical effect, and strengthen the magnetism 
produced by the first, and so on. A current passing in the 
opposite direction, that is, from N. to S. below the needle, 
will also confirm the magnetization effected by the first 
current. Thus in fig. 173 (1), the current passes upwards 
and in front of the b^r; the bar becomes so magnetized that 
the end to the left repels the marked or N.-seeking end of 
a magnetic needle, and therefore itself has N.-seeking mag- 
netism. In (2) the same polarity is produced by a current 
which descends behind the iron bar.- In (3) we have four 
upward currents in front, and four descending behind. The 
induced magnetism is the same as before, only stronger. In 
order to remember which end of the bar becomes N.-seeking, 
you may suppose yourself to be in the current which enters 
your feet and leaves your head. Place yourself so as to look 
at the bar of iron. That end of the bar will become N.-seek- 
ing which is on your left hand. Instead of employing 
separate currents, let the ends of the wires be joined as in (4)^ 
80 that one and the same current encircles the rod in a spiral. 
The same polarity is produced, for the same end of the rod 
is on your right hand continually as you swim in the current 
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and "with the current, and keep your face to the rod; and 
this not only when you pass up and down, but also as you 
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Pig. 173. 

continually are turning head over heels around the rod. The 

spiral formed in this wav is 
shown more clearly in "fig. 
174 (1). If, on the other 
hand, we suppose the currents 
to descend in front of the bar, 
and to ascend behind it, and 
to be joined as before to one 
^ spiral current, then fig. 174 
(2) as we swim as before in 
and with the current and re- 
gard the bar, the N. being on 
Fig. 174. our left hand will be on the 

right of the figure. The current, passing from left to right 
in both figures, passes (^g. 174) along a left-handed spiral or 
helix in ^g, (1), a right-handed spiral in fig. (2), and opposite 
polarity is the consequence. The right-handed spiral is far 
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Inol^ coJnmoh in the arts than the left-handed spiral. Screws 
for wood or for cork have to thrust forward as they are 
turned round. Using, as most of us do, our right hand for 
this purpose, we get a greater leverage upon the handle of 
the tool if we turn our hand in the direction of the motion 
of the watch hands, for we have our hand then applied at 
two parts as wide apart as possible, namely, the inner edge 
of the thumb, and the outer edge of the pcdm near the little 
finger. If we try to turn the tool in the opposite direction, 
we can only grasp it between the edge of the thumb and the 
neighbouring edge of the fore finger, which, being nearly 
opposite to one another, give little moment to the couple. 
Hence it is that screws, spirals, or helices are called right- 
handed when they are like that of fig. 175 (a), left-handed when 
like that of fig. 175 (5). It is easy to draw a right-handed 
screw or helix by making a heavy down stroke from right to 
left, concave side upwards. If we commence by making a 
heavy down stroke, concave side upwards from left to right, 
we naturally fall into the fashioning of a left-handed spiral. 

The magnetic polarity induced in the soft iron may bo 
summed up as follows. If a current 
passes around a bar of soft iron in a 
right-handed helix, the end of the 
iron where the spiral quits it becomes 
N. -seeking. 

It is seen that left and right- 
handedness of spirals are essential 
qualities, that is, the one is not 
changed into the other by turning 
round. They are symmetrical, not (a) (6) 

similar. They are like left and Fig. 175. 

right-handed gloves. The glove of the left hand will not fit 
the right hand unless turned inside out. So a right or left- 
handed spiral becomes left or right-handed respectively, when 
turned inside out. 

228. Further, remembering the rule of polarity in Art. 
227, it appears that if a current passing down a right-handed 
spiral from left to right makes the right end of the rod N.- 
seeking; if it pass down the same spiral from right to left, 
it makes the left end N.-seeking. Again, if we wrap a wire 
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round a cylinder in a right -handed spiral, from the end A to 
the end B, and keeping the winding continuous we bring it 
back from B to A (as on a reel of cotton), the return spiral 
is left-handed. Since now the current passing from end A 
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Fig. 176. 

to end B along a right-handed helix makes B N. -seeking, and 
in passing from B to A down a left-handed spiral, it makes 
B N. -seeking again, the two parts of the current assist one 
another in magnetizing the iron with identical polarity. So 
that if the iron be turned round on its axis, always in the 
same direction, the wire may be spun on it from end to end 
and back, or heaped in manifolds at any places; the effect is 
cumulative, provided that the wire is not allowed to be in 
metallic contact with itself or with the iron. If only one 
helix is to be used the wire may be naked, but the iron must 
be covered with some non-conducting material such as cloth. 
If many folds of the wire are to be applied, the wire itself is 
spun over with cotton, which is then varnished with shell- 
lac vamisL Wire covered with gutta-percha or other in- 
sulating material, such as is used for the electric telegraph, 
serves perfectly for making electro-magnets. The coil of wire 
may, for many purposes, be advantageously wound upon a 
brass or ebonite cylinder, into which the soft iron core fits 
rather closely. If two such cores are placed parallel to one 
another, and fastened at their lower ends to a third cross- 
piece of iron, each core may be encircled by a coil, and the 
two terminals of each coil may be so connected with one 
another and with the wires from the battery, as either to 
cause like or unlike polarity at the free ends of the cores. 
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Thus, in fig. 177, if the terminals of the coil around E are 
a and 6, and those around F are c and d; and if the platinum 
pole of the battery B is joined to b 
and the zinc end to a, the free end 
of E becomes S. -seeking. If a be 
joined to c, and d to Zn, the free 
end of F becomes also S. -seeking; 
but if a and d are joined, and also c 
and Zn, then the free end of F be- 
comes N. -seeking. When arranged 
in the latter manner the electro- 
magnet exerts an attractive force far 
exceeding that of the most power- 
ful permanent magnets. Many 
hundredweights are supported by 
an electro-magnet, weighing twenty Fig. 177. 

or thirty pounds, and the phenomena of diamagnetism are 
easily shown. Electro-magnets are also advantageous for 
imparting permanent magnetism to steel bars. The bars are 
rubbed upon the magnetic poles, in the way which will be 
described in Book II., on Magnetization. It is remarkable 
that while soft iron is so easily temporarily magnetized by 
the current, and steel easily magnetized by contact with the 
so formed electro-magnet, the steel is difficultly and imper- 
fectly magnetized when surrounded by the current alone. 

229. It is clear that the strength of the electro-magnet 
depends upon two variables, namely, the strength of the 
current, and the number of folds of the spiral. It is of littlo 
consequence whether the folds of the wire are close or separate 
(for the same number), provided the core somewhat pro- 
trudes. If the same coil is employed in the same position, 
and the current strength alone varies, it is found that the 
strength of the magnet (as measured by its attraction to soft 
iron), varies directly with the current strength, while the 
attraction between the imlike poles of two similar and 
similarly traversed electro-magnets varies with the square of 
the current strength. In like manner, if the current strength 
remain constant, the strength of the electro-magnet (its attrac- 
tion to soft iron) varies directly with the number of folds of 
the helix; while the attraction between two electro-magnets 
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varies with the square of such number. The magnetization 
of the iron core has, however, a limit, and the above laws 
are only strictly true when the currents are weak, with 
regard to the possible magnetization of the core^ or when, 
by the fewness of the folds of the coil, the iron is far from 
magnetic saturation. As the saturation approaches complete- 
ness, the effect of equal increments to the current strength, 
or to the number of folds, fails to produce an equal increase 
of strength. Every iron bar has a condition of magnetic 
saturation, and the amount of this is proportional to the sec- 
tional area; that is, in a round bar to the square of the 
diameter. Experiment shows that if we wish to excite the 
same fraction of their maximum magnetism in two bars of 
unequal diameters, we must employ currents whose strengths 
are to one another as the square roots of the third powers of 
the diameters. Finally, if we use the same current (and 
spiral) to magnetize rods of different thicknesses, we find 
that the magnetism is proportional to the square root of the 
diameter. 

280. Sustaining Power of Magnets.— The relation be- 
tween the size and shape of the soft iron mass connecting 
the unlike poles with one another (which is called the keeper), 
and the force necessary to pull the keeper off when the elec- 
tro-magnet is excited by a given current, is not accurately 
known. It appears that if we take a given electro-magnet, 
and employ heavier and heavier keepers, we can support 
heavier and heavier weights which are hung to the keeper; 
and that the maximum sustaining power is reached when the 
weight of the keeper is a little greater than that of the core 
of the electro-magnet. But althoiigh the mass of the keeper 
thus augments the sustaining power, the size of the surface 
of contact diminishes it. Thus, a keeper offering a circular 
surface of contact of half an inch diameter will carry twice 
as much as one with an inch diameter, if the magnet is toler- 
ably strong. 

. 281. Sound produced by Magnetization. — If a rod of 

soft iron be magnetized to saturation, it increases to the 
amoimt of about ^rir^Tnnr ^^ ^^ length. This increase in 
length is accompanied by such a decrease in thickness that 
the volume of the bar remains the same. This latter fact 
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is proved by enclosing the iron bar A (fig. 178) in a glass 
tube B which is closed at one end, but drawn out into a 
capillary tube c and bent down at the other end. The end 
c dips into water which is made io stand at c in the capillary. 




Fig. 178. 

A spii^al of wire is wrapped round B, and through this a 
current is passed. The slightest alteration in volume of A 
would be indicated by a rise or fall of the level of the water 
in c. This does not take place, and therefore the bar A does 
not change in volume. The magnetization of the bar is, 
however, accompanied by a sound like the tick of a watch, 
and if the bar be magnetized and demagnetized in rapid suc- 
cession, a note is produced which may. be rendered very 
distinct if the ends of the bar are rested between the bridges 
of a sounding box, as in fig. 179. Here the ends of the bar 
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Fig. 179. 

to be magnetized project beyond the glass tube upon which 
the wire is wound. The battery may be placed in a distant 
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room to avoid the inevitable sound of the making and break- 
ing of the contact with the battery. The rapid make and 
break may be effected by fastening one circuit wire perman- 
ently to one pole of the battery, and fastening a steel rasp to 
the other. The second connecting wire is then drawn along 
the rasp, and so alternately completes and breaks the circuit. 
The automatic make and break, to be described in Art. 235, 
may be used instead of the rasp. The purest tones, which 
are in fact the fundamental notes of the longitudinally vibrat- 
ing bar, are produced when the bar is fastened only in the 
middle, and its two free halves surrounded by coils which 
do not reach one another in the middle. A steel wire, 
similarly encircled, when stretched so loosely that only the 
longitudinal note can be produced by friction, gives only 
this note when magnetized. If sufficiently stretched to give 
also its fundamental transverse note, the latter is also pro- 
duced by the magnetization. 

232. The fundamental longitudinal note may also be got 
from an iron rod, through which (instead of around which), 
the current is passing. An iron rod is clamped in the middle 
and there fastened to a sounding board. Its ends are armed 
with copper hooks which dip into mercury cups. These are 
connected by wires to the distant battery where the make 
and break occurs. For this effect the rod should be rather 
thin. A similar sound is produced in a hollow cylinder of 
sheet-iron when a coil is placed co-axially with it, inside it, 
and an interrupted current sent down the coU. The note is 
produced whether the cylinder be entire or divided down one 
side. If other metals than ii'on be used for the cylinder, no 
note is produced as long as the cylinder is quite closed or 
perfectly slit. But if the' edges of a slit cylinder of zinc or 
other metal are in contact with one another, a noise results. 
Other metals than iron produce no tone when encircled or 
traversed by the ciirrent, with the exception of nickel and 
cobalt, and probably in a lesser degree the other magnetic 
metals. 

233. The explanation of the above phenomena probably 
depends upon the attitude which the irregularly -shaped 
particles of iron endeavour to take, and partly succeed in 
taking, when in the neighbourhood of the current. We 
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have seen how a piece of soft iron becomes magnetized when 
a current passes across it; we have also seen how a magnet 
tends to set itself at right angles to the neighboui'ing current. 
The current, in passing through the spiral of Art. 231, is 
always nearly at right angles to the axis of the iron rod. So 
that the irregularly-shaped particles of the iron will strive to 
set themselves with their longer axis parallel to the axis of 
the rod, their shorter axis transversely. As far as they succeed 
in doing this they will make the rod longer and thinner with- 
out altering its volume. In the case of the rod, through which 
the current passes, Art. 232, it is probable that the influence 
of the current is exerted to set the particles with their longer 
axes at right angles to the rod, and so to shorten it. If this 
view be true, the tone produced by the iron cylinder in which 
the spiral is placed should be accompanied by a lengthening 
of the cylinder. The cause of the noise of the split cylinder 
of non- magnetic metal is probably due to quite another cause, 
namely, the leaping across the imperfect connection where 
the edges are in contact of the induced current in the metal 
cylinder. See Chap. IX. 

284. That the axial aiTangement of the particles is the 
most probable cause of the elongation of the iron rod, encircled 
by the current, is proved by employing the particles of some 
magnetic substance in a medium in which they can easily 
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Fig. 180. 

move and arrange themselves. The magnetic or f oxide 
of iron (Fe304), got by precipitating a mixture of a sesqui 
and a per salt of iron by ammonia, when shaken with 
water, arrests almost all light. Such a mixture is poured 
into a brass tube D, fig. 180 (1), the ends of the tube are 
closed by glass plates^ and the tube itself is encircled by a 
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coil. A ligHt placed before one end is scarcely visible at the 
other, because the particles of FojO^ are arranged promiscu- 
ously in the tube (1). But when the current circulates, the 
particles ari'ange themselves as on (2), which is' shown by the 
light becoming distinctly visible. 

^ 285. Automatic Make and Break. — One of the con- 
trivances of the greatest use, the action of which depends 
upon the development of electro-magnetism — is the automatic 
make and break. Fig. 181 shows the "hammer break." 




Fig. 181. 

The dotted lines are the outlines of the wooden portions 
which serve as non-conducting supports. A hammer HCB 
rests its head upon the metal anvU A, which is connected by 
the wire N (fig. 181) with the binding screw X. The metallic 
shaft of the hammer turns on a pivot in the metal cap C. The 
end of the shaft or handle B is of soft iron, and is poised 
about J in. above the poles of the possible electro-magnet E, 
when the hammer head is on the anvil. From Y, the second 
binding screw, a wire encircles the limbs of E in such a 
fashion as to make their ends N. and S. (when the current 
passes), and crosses over to 0. The wires fro en the battery 
being fastened to Y and X, a current starts along Z, encircles 
E, crosses to and so to H, thence to A and so through N 
to X. The circulation i^ound E converts it into an electro- 
magnet, which instantly pulls B down and so lift H froms off 
A. The current is broken by this gap. The current ceasing, 
E is no longer magnetic, B ceases to be attracted, H falls 
upon A, the circuit is completed, B is a^in pulled down, and 
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so on. By means of a screw, C may be raised and thereby 
B is raised, so that the action of the magnet upon B may be 
lessened. This adjustment is so made that B never actually 
touches the magnet. 

236. If it be desired to get a still more nimble making 
and breaking of the circuit, instead of using gravity to 
restore contact, the elasticity of a steel spring is employed. 
Fig 182 shows the current entering at X and circulating 
around the soft iron E, and descending to the brass block G. 
In G is fastened a steel spring H which carries a little block 
of soft iron F, which ia pressed to within about J in. from 
the poles of the magnet by the point of the screw S, which 
works through the metal cap B, to which is fastened the wire 
leading to the other binding screw Y. The circuit is in the 
figure complete. But E being thereby magnetized, drags F 
away from B, and breaks the circuit at G. 
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Fig. 182. 

SS7. Electro-magnetio Machines. — The enormous power 

of attraction exercised by electro-magnets on soft iron, and 
on one another^s opposite poles, when the distance between 
the attracting masses is small, and the perfect control which 
can be exercised over the establishment and direction of 
the current, soon suggested the employment of electro-mag- 
netism as a motive power. This has been done chiefly in two 
ways: (1), by obtaining a reciprocating action similar to that 
of the piston of the steam engine; and (2), by getting at 
once a rotation by attracting successive parts on the circum- 
ference of a wheel, and so producing a motion similar to that 
of a water-wheel. The essential parts of the machine con- 
structed on the first of these methods is shown in ^g. 183. 
Two upright coils A and J^ enclose at their lower ends two 
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soft iron cylindrical cores C and D. Similar bai*s E and F 
are fastened by jointed rods to the extremities of the lower 
G which turns around G. The arm of G is prolonged, and 
is jointed on to the crank of a fly-wheel. The axis of W 
bears an eccentric H which works the rod K backwards and 
forwards. K is armed with two or three blocks which work 
in a slot upon the bed L. This is of non-conducting material. 
The slabs are so adjusted that when the current passing 
round one coil has brought the movable core down to the 
fixed one, the eccentric just moves the slider along so as to 
break the contact through that circuit and establish it in the 
other. In fact, the motion is a close counterpart of that of 
the sliding valve of the steam engine. 




Fig. 183. 

In the rotary engine, bars of soft iron are arranged around 
the circumference of a wheel, like the buckets of an over- 
shot water-wheel. Electro-magnets are fixed around the 
circumference of the wheel, so that the soft iron bars, when 
the wheel turns, come as close to the poles of the magnets 
as possible without touching. The bars of soft iron may be 
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eight in number, and the magnets fonr. Let the wheel and 
magnets be in the positions in ^g. 184, where we are sup- 
posed to look at the side of this machine, and only see one 
pole of each electro-magnet. Let the current circulate roimd 
A and £ and not round C or D. Then 8 and 3 being nearest 




Fig. 184. 

to these will be attracted most, and the wheel will turn in 
the direction of the arrow. As soon as 8 and 3 are opposite 
to A and B respectively, their circuits are broken, and that 
of C is completed. TJTie bar 4 is then nearest to C and is 
pulled up. When it is opposite to C, the current around C is 
broken, and that around D is established; the bar 8 is thereby 
pulled down. When 8 is op- 
posite to Dthe current round 
D is broken, and 1 and 4 
are ready to be attracted by 
A and £, whose currents are 
therefore established. The 
making and breaking of the 
currents is automatic at the 
proper places. It is effected 
by three cams on the axis 
of the machine, fig. 185, 
which on passing press on 
ivoiy wheels D, E, F, which 
are fastened to the ends 
of springs pressing against 
9 




Fig. 185. 
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the ends of tlie conducting wires. When the cam lifts the 
wheel it forces the spring away from the corresponding wire, 
and breaks the circuit of the corresponding electro-magnet. 
As long as the wheel is between two cams, the contact is 
maintained. 

238. Other forms of electro-magnetic machines have been 
devised, but at present they are not in much use. The 
strength of the current is proportional to the amount of 
zinc dissolved in the battery that is oxidized, and is propor- 
tional to the heat which the oxidation of that zinc would 
liberate. Now, one pound of carbon when burnt will give as 
much heat as six pounds of zinc. Apart, therefore, from the 
fact that some form of carbon must be employed to reduce 
the zinc from its ore, and that therefore zinc, as long as it 
is burnt in this way, must be very much dearer than carbon, 
there is less potential energy in it weight for weight. On 
the other hand, when carbon is burnt the product of the 
combustion is lost; while the sulphate of zinc from the 
Dattery has commercial value. Further, almost the whole of 
the energy of the zinc's combination is found in the current, 
while a vast quantity, say 90 per cent, of the heat-energy of 
the coal, escapes by radiation, and in the escape steam of high 
pressure engines, or in the condensing water of low pressure 
ones. Favourable to the electro-magnetic engine is also the 
circumstance that the moment the circuit is complete, the 
zinc dissolves, and the energy is available, so that the great 
loss while the steam is being got up is obviated. Unfavour- 
able again is the fact that, while steam when used expan- 
sively may be said to act inversely, as the distance of the 
piston from the bottom of the cylinder, while the electro- 
magnetic attraction varies inversely as the square of the 
distance; so that the attraction is only very great when the 
possible range of motion is very small. In the rotary electro- 
magnetic engine, the attraction is of course a differential one 
between the nearest soft iron on one side and the nearest on 
the other of the electro-magnet. Here force appears to be 
lost, but is not altogether, so far as we shall see in magneto- 
electricity, the forcible withdrawing of the further iron tends 
to check the current, and so diminishes th^ consumption of 
the zinc, 
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239. It is indeed the total alteration of the attraction 
between two electro-magnets when they are in motion that 
the practical failure of electro-magnetic machines must chiefly 
be attributed. There is no limit to the attainable attractive 
force between electro-magnets at rest even by use of currents 
of fixed strength. Por by increasing the size of the core so 
that it is always far from saturated with magnetism, and the 
number of windings of the wire around it, and so increasing 
also the thickness of the wire, that its resistance remains con- 
stant, the magnetism increases in proportion to the number 
of windings. The attraction between two magnets is the 
product of their individual magnetisms. The attraction, 
therefore, between two such equal magnets is proportional to 
the square of the number of convolutions of the current wire. 
But when the electro-magnets approach one another, as we 
shall see in Chap. IX., each electro-magnet seeks to set up 
in the wire round the other a current which, acting alone, 
would cause repulsion between the two, and which therefore 
diminishes the existing current. The very act of motion 
therefore diminishes the attraction, by diminishing the cur- 
rent strength. This is seen by introducing a tangent galvano- 
meter into the circuit. If, while the current passes, the 
machine be held still, the needle shows the deflexion proper 
to a current of that strength. If sufficient work be given to 
the machine to cause it to labour slowly, the needle turns 
somewhat towards its normal position. If the machine be 
relieved of work, so that it spins round, the needle turns 
almost back to N. and S., showing that scarcely any current 
is passing. Since the current is proportional to the consump- 
tion of zinc, it appears that work done is proportional to the 
consumption of zinc. It appears, indeed, that if, during the 
machine's action, the circiilating current were to remain 
constant, no additional mechanical advantage would be gained 
by increasing the number of convolutions of the exciting 
helices. And, further, that the maximum mechanical effect 
is obtained when the machine is doing such on amount of 
work that the current is thereby reduced just half of the 
strength which it has when the machine is stopped. 

240. Besidnal Magnetism; — The softer, that is the purer, 
the iron, the more quickly does it attain its maximum mag- 
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netic force when a current circulates around it : and the more 
quickly does it lose its magnetism when the current ceases. 
In no case, however, is either the complete magnetization or 
the complete demagnetization instantaneous. The quantity 
of magnetism which remains after the current ceases is called 
the residual magnetism. It is greatest in amount when the 
electro-magnet is a horse-shoe, and armed with a keeper. As 
the keeper remains on, residual magnetism lingers for a long 
time in the system; but on tearing it off, the magnetism is 
almost entirely destroyed, and is not renewed on restoring 
the keeper. 



CHAPTER VL 

RESISTANCE, CONDUCTIVITY, ELECTRO-MOTIVE FORCE, 

AND THEIR MEASUREMENT. 

241. Linear Besistanee. — ^From Art. 217 et aeq, Ohm's 
law, expressing the relationship between the current strength 
or quantity Q, the electro-motive force E, and the resistance 

R, is Q = f (1), or E = Q R (2), or R = ^ (3). Let us now 
R Q 

suppose that we have n wires whose resistances are respec- 
tively Rj, Rg, R3, R«. Let these wires be joined 

end to end, and let the free ends be joined to the poles of a 
battery which succeeds in sending a current, of strength 
Q, through the series, and let the resulting electro-motive 
force be E, which is the sum of the electro-motive forces E^, 

Eg, Eg, E„, in each wire. For equation (2), we 

have — 

Q ReE 

=Ei +E2 + Ej + + Em. 

=QRi + QRa+QRs + + QR- 

=Q(Rj, + Ra,+R„+ + Rn). 

,•. R=Ri + Ra + R8+ + R« (4). 

Or the resistance of a series of conductors joined end to 
end is the sum of the individual resistances. The immediate 
consequence of this rule is, that when the current passes 
along a cylindrical or other prismatic wire, that is, along a 
wire whose sectional area is constant, the i^sistance offered 
by the wire is directly proportional to its length. 

242. Let now the n wires of Art. 241 be arranged side 
by side, and all one set of ends be joined to one pole, and aJl 
the other ends to the other pole of the battery. Calling the 
current strengths or quantities through the respective wires 
Qi, Qg, Q3, Qrt, the respective resistances R^ Rg, 
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ll„, and calling Q tlie total current, and E. tLe total resist- 
ance, we have — 

Q'=Qi + Qa + +Q«. 

or? = ?A + ^^ 4- +5^ (6). 



B Ri Bs Ri 



H 



But since the attachments are at the same points, the 
electro-motive force for each wire is the same, and the same 

as that for the collective bundle, or E=Ej^ = E2 = 

= E», therefore from equation (5) — 

Accordingly, the reciprocal of the resistance of a bundle of 
wires is the sum of the reciprocals of its constituent wires. 
Or, if we define conductivity as the reciprocal of. resistance, 
the conductivity of a bundle is the sum of the conductivities 
of its parts. It is clear from the above that if the resist- 
ances of the separate conductors are all equal to one 
another — 

— = n — - 
H Ri 

or Rj = n R. 

243. We may conceive any prismatic conductor to be made 
up of an indefinite number of indefinitely narrow unit 
prisms lying side by side. The resistance offered by a prism 
being inversely proportional to the number of such unit 
prisms which it contains, and this number being proportional 
to the sectional area of the prism, it follows that, when the 
chemical nature and lengths of two wires are the same, their 
resistances are to one another inversely as their sectional 
areas. If the prisms are similar, that is, if their transverse 
sections are similar plane figures, their resistances, of course, 
are inversely as the squares of the homologous lines of those 
plane figures, that is, if they are cylindrical wires, inversely 
as the squares of the radii, or diameters, or circumferences^ 
etc. 

The resistance of a wire (cylindrical or otherwise prismatic)^ 
accordingly, varies directly with its length, and inversely 
with its sectional areai 
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244. Suppose, then, a wire of length. 1 has an nth. of its 
length doubled back on the rest of the wii'e, and we wish to 
find the total resistance of the folded' wire (fig. 186). Let 




Fig. 186. 
the resistance of the original wire unfolded be E-. Let the 
resistances of the two parts of the folded wire be R^ and Rg 
respectively. Let R' be the total resistance of the folded 
wire. Then K = R^ + E^ 

^1 = 1-2 
E n 

orIt,= R(l-5 

R 2» 
orRa =R~ 

.•.R'=R(l-?+L) 

\ n 2 IV 

r2n-3> 



\ 9 « / 



.(7). 



Thus, if the wire be folded in half, n = 2, and the expression 
becomes — 

R' = 1R 

If one-third of the wire be folded back n = S, and we 
have — 

R' = JR 

So if jt|j of the wii'e be bent back — 

R' = JR 

Inversely, if we wish to know how much (what fraction) 
of the wire must be bent back upon itself, in order thut thd 
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resistance may be diminished in a given ratio, we may argue 
as follows : — Suppose we wish to find what fraction of the 
wire must be folded back so as to make the resistance 

11 R.' 1 

-th of what it was, so that — = —> then from equation 
(7)- 

1 _ 2 « -^ 

m 2x 

where x is the fiuction of the lengths required. From this 
we find — 

a: = -lm_ (g). 

2(771-1-) 

Thus, if we wish to make the resistance J^ of its original 
amount m = 3, and therefore a; = 2*25, or we must turn back 
^ of the length of one end. In the same way, it is easy 
to find the fraction of the whole length which must be folded 
back in order to get any fraction not less than J of the 
original resistance. 





» 




Fig, 187. 

245. If we wish to offer a resistance less than J of the 
original, we may fold the wire in such a way that one part 
of it is doubled, and the other three folded, fig. 187. Let 

-th of the wire be folded and the remainder again folded in 

its middle. The resistance of the wire when straight being 
R, and calling R^ and Kg *^® resistances of the two parts 
separately, then the joint resistance R' = R^ + Rg — 

=RjURi(4(i-h-?y ' 

=Ri-»-5 (0). 

12 » 
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Thus, if n = 3, R' = |^E., as we see at once from the circum- 
stance that then the conductor has ^ the lengthy and 3 times 
the sectional area. If n = 5 — 

If n increases indefinitely, the number 5 vanishes by com- 
parison, and we obtain the value R' = JR, for then the wire 
is simply folded once in its middle point. As before, if w© 
wish to know what fraction must be folded down so that 
when the remainder is folded in its middle, the joint resist- 
ance may bear a predetermined ratio to the original resist- 
ances 

B/ _ J _ 3 a; -5 
Km 12 as 



whcQce X = 



5 m 



3 m- 12 



(10). 



Thus, if we wish to make the resistance ^ of that of the 
straight wire, substitute 8 for m in equation (10), and we 
find fc = 3 J or -y^V^ ^^ *^® 'wire being creased down, the 
remainder is doubled in the middle, and the condition 
required is fulfilled, 

246. In general terms, if the wire, whose resistance when 
straight is B, be folded so that there are m parts of which 

m - 1 are equal, and the last is -th of the total length, then 
the total resistance R' = Rj + R2— , 

*=-U-Lf-J 1) 

m n m-l \ ;- - - / 

- m-l 



n 



j:U 



m n-2 m+1 
mn {m^l)^ 



Tig, IBS. 



(11). 
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This equation, it will be seen, becomes equation (7) or (9) 
according as m is made = 2 or 3. 

247. In the two subjoined figures the circles denote places 
of no resistance, such as are practically furnished by cups of 
mercury. "We may suppose the wire to be made up of eight 
equal lengths, whose ends dip into the mercury. The two 
figures show 13 different possible combinations from which 
others may be easily deduced. 

CK>-0-0-0-0-0-0-0 R = 1 =1. 
CK>0-CH>0-C>0 R'=«=o-8i2, 

O-O-O-O-CKX) E=iJ=0-666. 

O-O-O-OCO R'=H=0-531. 

O-O-OCX) it'=H-o-4oo. 

O-OC^ R'=l|=0-271. 

OCPO R'=A=0143. 

LMj R'=A=o-oie. 

Fig. 189. 

O-O-O-O-O-O-O-O-O B = 1 =1- 
0<>-0-0--0-CK>0 R'=iJ=o-8is5. 

O-OO-OOOO R'=l«=0-623. 

OO-OOO-O R'=A=0-437. 

OOOOQ R'=i*,=o-25a 

OCKXD B'=i«,=oi-i6. 

CKDO R'=A=oo6a 

CSD n,'=^=o-oiG, 

%. 100. 

d48. Divided Currents. — Let, as in Art. 241, there be a 
bundle of wires of resistances Ej, R^, Rj, etc., having all 
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ilieir one set of ends fastened to one pole of a battery, and 
all their other ends to the other. Let the electro-motive force, 
which is common to all, be E. The current will divide and 
pass along each wire in quantity depending upon the resist- 
ance of the wii'e. Let the total resistance be R, the total 
current Q, and the currents in the individual wires, Q^, Qg, 
etc. The electro-motive force is the same for each wire and 
for all, so that • 

=Qi I^i» 

etc. 
.'• Qi=Qk (12). 

1X2 

etc. 

Whence the current through any of the branches of a 
divided current is known when we know the total current, 
the total resistance, and the resistance of the branch under 
consideration. The comparative strength of the current 
in two such branches is independent of their absolute 
strengths, and is got by dividing equation (12) by the next 
one, giving 

Qx=Qi|^ ^ (13). 

which equation is of the greatest use in electrical measure* 
ment. 
349. Potential at different points of a Oondnctor. — 

Diffe;*ence of level bears the same relation to pressure in a 
hydrostatic system, as difference of potential bears to electro- 
motive force in an electric one. Again, electric potential is 
directly comparable with tension; for tension is proportional 
to the pressure which is producing it. Accordingly, if the 
two extremities of a conducting wii-e have the same potential, 
the electromotive forces along that wire will be equal and 
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opposite. In other words, there is no resultant electro- 
motive force between the points, and no current passoa In 
all cases, just as in mechanical problems, two equal and oppo- 
site forces may be withdrawn or added without altering the 
conditions; so we may suppose that any wire, througji 
which no current is passing, is simultaneously traversed 
by equal and opposite currents. In doing so, we should, 
however, be obliged to lose .sight for a moment of the 
generally received "explanation" of current motion, namely, 
difference of potential, which is after all only a mode of 
expression. 

Let a current, of strength Q, pass along a 
conductor ABC, which is made up of two 
parts, AB having the resistance r^, and BC 
having the resistance rg. The total resist- 
ance, R, offered to the current is then 
rj^+r2> Let the potential at A be p^, that 
at B be pj, and that sd, C he p^ Then 
the electro-motive force, by dint of which 
Q moves from A to B, is Pa-Ph* The 
electro-motive force in BC is Pb—pef and 
the electro-motive force in the whole con- 
ductor iS Pa- Pe- Since the electro-motive 
force is the product of the current and the 
resistance, we have 

P«-jp*=riQ...f («). 

p*-i>c=raQ (i3). 

% i?.-i>.=(»-i+r,)Q=RQ. 



'i 




Fig. 191. 



From 



we get 






thence by means of (/3) and (a) 



or^j= 



=»'i (»-a Q+Pc) 4 r, {p^ - r, Q) 
riPc+r,r, 



*4 



B 



(14.) 



From which the potential of the middle point B is known 
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in terms of the extreme potentials and the two resistances 
only. * ^ 

Let us take another couple of wires, 
AD, DC, having the respective 
resistances r^ and r^f and joint r,) 
resistance K', and having the same 
potential as before both at A and C, 
which causes a current Q' to traverse ^' 
them. The potential at D or p ^ is 
found as before. 



Pd= 



^^sPe + r^P* 



R' 



In order that pi may be equal to j>^ 
we must have 

^1 Pe+r^ p« _ y> Pc+r^ Pa 
B. Z ^' ... 




Fig. 19Z 



If C be at the zinc end of the battery p^ = 0, whence 
putting their values for R and R' we have 



**3 Pa ■- ^* Pa 



1_'3 



or rj r^—rj^ r^ or -^ = -^ 



r, 



(15). 



That is, the products of the pairs of resistances opposite to 
one another must be equal. 

250. Wheatstone's Balance or Bridge.— If the points B 

and D are joined by a wire, no current will pass tdong the 
wire when the condition of equation (15) is satisfied, and 
under no other condition. If therefore B and D are con- 
nected with the two terminals of a galvanometer G, fig. 193, 
and A and with the platinum and zinc plates of a cell or 
battery, the needle of G remains at rest under the above 
conditions. If, say, r^ is diminished, some of the current 
will pass from D to B, and the needle "v^ill turn. This will 
be prevented by so increasing r^ or diminishing r^, or by 
doing both, that the above ratio is preserved. This gives 
US an immediate c^nd inca,lculably useful means of comparing 
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resistances, and so of measuring resistances by comparison 
with a standard. In the resistance bridge, or Wheatstone 
bridge, the simplest method of use is shown in fig. 194. The 




Fig. 103. 




Fig. 194. 

figs. 193 and 194 are lettered homologously. Upon a var- 
nished wooden board M is stretched a wire ro r^, of uniform 
thickness and free from flaws. This is usually made of 
German silver, because the resistance of this metal is but 
little afl'ected by heat. Sliding upon this is an ebonite block 
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Cy provided with a pin, which is connected with one pole of 
the battery, and which is kept up by a spring from touching 
the wire, but which may be pressed down so as to make 
contact. The wii*e r^ r^ is, say, one metre long; C carries a 
pointer which slides along a scale S divided into millimetres. 
By reading this scale the relative lengths of r^ and r^ are 
detennined. The ends of the wire r^ r^ are soldered to two 
pieces of brass B and D, which are so massive as to offer no 
sensible resistance. A is a similar piece. The galvanometer 
G is connected with B and D, and A is connected with the 
other pole of the cell or battery by the wire a. Between 
B and A is the resistance r^, and between D and A the 
resistance r^ As we do not require to measure the current 
through the galvanometer, but to reduce that current to zero, 
it is usual to use a light astatic galvanometer similar to that 
sketched in Art, 108, and which is more fully described in 
Art. 277. The method of fastening the wires is not shown 
in the figure. 

Suppose we wish to measure the relative resistances of 
rj and r^. Make the connections as above. Move C along 
the wire, and at different places, press down the pin so 
as to complete the battery circuit. A place will at last 

be found where the needle ceases to turn, then ~ = — . 

that is, as the length of the wire r^ is to the length of the 
wire r^. 

251. Experiments with the Electric Balance. — A few 

instances may here be given illustrating the use of the 
bridge in confirming some of the results given in the previous 
paragraphs of this chapter. If two exactly equal, and in 
every way similar, pieces of wire be introduced between B 
and A, and A and D, the block c has to be put at 600, in 
order that the needle may not be deflected. If the wire BA 
be twice as long as AD, but otherwise identical, c must be 
placed at 666*6. If, while one wire is between A and D, 
two similar wires are put side by side between B and A, 
then c must be placed at 333*3. If the length of a wire 
between A and D is known, the length of a piece of similar 
wire between B and A can be determined with accuracy to 
"\vithin i^^^Q^ of its length. If w^ have two wires of the 
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same material, but of different lengths, l^ l^, and different 
diameters d^ and d^ respectively, their resistances are found 
to have Che relation 

As it is difficult to deteimine very exactly the diameters 
of very narrow wires, they may be deduced from the weights, 
w^ and w^y of known lengths 

!^ = ?L^ or ^-^% 
Wg I2 dl di tOg li 

whence 



Kj w^ I 



a 



Invei-sely, the relative diameters of two wires can be deduced 
from their weights, lengths, and resistances. 

262. Unit of Resistance. — In the above examples, resist- 
ances have been compared among themselves; and by such 
simple means many of the laws of resistance have been 
deduced. For recording resistances, so as to convey a sense 
of their amount, it is necessary to adopt some standard or 
unit. However derived, the electrical unit is arbitrary, like 
all measures of length, weight, time, etc. The resistance 
offered by a metallic wire varies with the length, thickness, 
temperature, chemical nature, and physical condition of the 
wire. So that not even equal lengths of platinum wire at 
the same temperature will show equal resistances. If one 
of the two wires be not so thoroughly annealed as the other, 
their resistances will not be equal. The slightest quantity 
of a foreign metal will entii^ely destroy equality. In one 
system of units, a column of perfectly pure mercury, one 
metre high, and having a sectional area of one millimetre, is 
taken at O^C. as having 1 unit of resistante. This standard 
has the advantage of being always recoverable with ease and 
very considerable accuracy. It is only necessary to have a 
tube of uniform bor^to measure the length, and to weigh 
the mercury in it^ From these data, and from the specific 
gravity of mercury, the sectional area of the column is found, 
and thence, by one of the above formulae, the ratio of the 
resistance of this column to the ideal column of 1 meter 



UNIT OP RESISTANCE. 225 

high, and 1 square millimeter base. A German silver wire 
balanced against this on the bridge will then serve as a per- 
manent unit. 

The unit more frequently used is the Ohm or B. A. Tinit, 
which is 1"0401 times as great as the metre-millimetre-mer- 
cury unit. The Ohm has been derived from the relation 
between a current, the mechanical force it exerts on a 
magnet, the distance of the magnet and its strength. We 
cannot here describe the method in full which is employed 
for examining the relation. But it may be imderstood from 
the following considerations. 

It is found by experiment that the mechanical force f 
exerted by a current on a magnet depends entirely upon (1) 
the strength of the current or Q ; (2) on the length d of the 
conductor through which the current is passing; (3) upon 
the distance d between the current and the magnet, and (4) 
upon the strength of the magnet m, and that — 

^_ QJ w» 
orQ=-C^ (1). 

The strength m of the magnet can be defined in terms of 
mechanical force, and deduced from the mass of the magnet 
and its rate of oscillation when suspended and thrown out 
of the meridian. 

Further, the work done by a current varies directly as the 
square of the current strength, direatly as the resistance 
which the circuit offers, and directly as the time, or — 

W = Q3 r « 

orr = ;^ (2). 

- Q«< 

Here the work done is measured by the mass of the mag- 
net displaced, and its angular displacement against its inertia, 
and the directive magnetism of the eartL It is seen, that 
in the last equation, the resistance is expressed in terms 
of time, work, and current strength. From equation (1) 
current strength is expressible in terms of mechanical force, 
distance, length, and again mechanical force. Accordingly, 
19 p 
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resutanca is expressible entirely in terms of veigbt, liine, 
and length. Taking 1 second as unit of time, 1 metre as 
nnit of length, and 1 gram as unit of weight, an " a,baolute " 
unit of resistance is obtained by employing the above 
equations, aud this multiplied hy one hundred million, or, 
in other words (10'), is the Ohm or E. A. unit. From the 
work done by the current in the experimental wii-ej the 
resistance in that wire is found, and this resistance is con- 
sidered unity when the above measui-es are units, namely, 
1 second time, 1 metie space, and 1 gram weight or force.* 
This is a hundi-ed millionth of an Ohm. A megohm = 1 
million Ohms, & microLm — 1 millionth Ohm. 

It is, of course, requisite that standards of resistance 
should be made aud kept with the same care as all those of 
length. Failing perfect accuracy in their manufacture, they 
become empiri(^ standards of resistance just as the standard 
meter, though based upon a measurement of an arc of a 
meridian is really an empirical length. I know of no 
natural magnitudes but those of number and angle. 



Fig. 195. * 

253. Resistances are generally la the form of coils of German 

silver wire, called resistance coils. The wii'o is covered with 

silk and rolled on a reel, which may then be steeped in melted 

paraSia. The coils are fastened with each teiminal to a 

* The force actually taken aa unit^ is g.4y gt&ra, for this force act- 
ing on 1 gram for 1 Beccmd will give tt a velocity of 1 meter a second. 
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l)rass plate, and these plates are arranged in a line with short 
intervals between each, which may be bridged over by intro- 
ducing brass pins. We may suppose, £g. 195, the coils to 
have resistances represented by the accompanying figures in 
Ohms. Some of the pins are in their places, and some are 
represented withdrawn. The resistances represented in the 
figure between A and B is 24 Ohms. The resistance, as 
we shall see, varies with the temperature, so that the 
resistance can only be correctly represented when the 
temperature is that at which the standard resistances were 
made. 

254. Specific Resistance. — We have hitherto considered 
only the effect upon resistance of variation in the length and 
thickness of the wire, that is, we have supposed the wire to 
be of the same material. To find the effect which difference 
of chemical nature takes upon the resistance, we might, of 
course, examine the resistances of exactly equal lengths of 
wires of equal thicknesses of the two metals, say steel and 
copper. It is not necessary that the two should be brought 
to geometrical equality if we can measure their lengths and 
thicknesses. The former can be done with great relative 
exactness if the length be considerable, the latter may 
generally be deduced most exactly from weight and specific 
gravity. Thus, a steel wire Ij^ meters long, weighs w^ grams, 
and has a resistance of Oj Ohms, a copper wire Zg meters long, 
weighs Wq grams, and has a resistance of Og Ohms. Let the 
sectional area of the steel be a^, that of the copper ^g* I^^t 
the specific gravity of the steel be sp^, that of the copper sp.^. 

Then ^ = ^i^i^^i ©r, ?J = ^^^^^^ 
Besistance of steel of section a^, and length li^o^ 

, •. Resistance of steel of any length and section _ o^ w^l^^sp^ 
„ copper,, same „ o^ * ^ih^^i 

And so the comparative resistances of metals in the abstract 
have been determined. Taking, then, the resistance of any 
length and thickness of silver wire as unity, and dividing by 
this the resistance of the same length and thickness of a wire 
of another metal, we get the specific resistance properly so 
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called of that metal in regard to silver. Making the use of 
the electric bridge described in Art, 250, the wire to be 
measured is placed at rg, any convenient number of Ohms of 
the resistance introduced at r^, and the two resistances 
balanced as before described. Taking silver as having the 
resistance 1, the following numbers have been deduced. In 
column (2) the reciprocals of the resistances or conductivities 
are given, taking the conductivity of silver as 100. In 
column (3) is given the actual resistance in microhms offered 
by one cubic centimeter of each metal. 



Silver, 

Copper, 

Gold, 

Aluminum, 

Sodium, 

Zinc, 

Cadmium 

Potassium, 

Platinum, 

Iron, 

Tin, 

Lead, 

German Silver, 

Antimony,. 

Mercury, 

Bismuth, 

Carbon, 



Specific 

resistance 

SUver = 1 

(1). 



1-000 

1001 

1-250 

1-786 

2-674 

3-448 

4-219 

4-808 

5-555 

5-946 

7-633 

12-048 

13-177 

21 -739 

62-500 

83-333 

1428-571 



Specific 

conductivity. 

Silver = 100 

(2). 



100-0 

99-9 

80 

56 

37-4 

29 

23-7 

20-8 

18-0 

16-8 

131 

8-3 

7-7 

4-6 

1-6 

1-2 

-07 



Absolute resist- 
ance of 1 cubic 
centimeter in 
microhms 
(3). 



1-521 
1-616 
2 081 
2 945 

5-689 



9-158 
9 825 
1336 
19.85 
21-17 
35-90 
99-74 
132 7 



266. Alloys of the above metals generally show a resistance 
greater than the mean of the resistances of their consituents. 
An alloy of 2 parts by weight of gold and 1 of silver has a 
greater resistance than gold alone, and all alloys of gold and 
silver, which are in about this proportion, have nearly the 
same resistance. Hence, such a proportion is recommended 
for making standard resistances. Moreover, alloys are, as a 
rule, less affected in their resistances by change of tempera- 
ture than are their constituents. Accordingly, and ou 
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acooiint of its considerable resistance^ standai*d coils may be 
made of German silver. • 

266. The resistance of a metallic wire increases invariably 
as the temperature rises, but for equal increments of tempera- 
ture the increase is less at higher temperatures than at lower 
ones. Empirical formulae have been constructed containing 
arbitrary constants which give calculated resistances very 
closely in accord with the experimentally determined resist- 
ances through long ranges of temperature. But at present 
our data are not sufficient to prove that the same formulae 
would serve at the highest temperatures, and so furnish an 
exact pyrometer ; still, calibrated with an air thermometer, 
it may furnish a compact instrument, and exact within the 
range of the latter. The general form of the formula is 

in which T is the absolute temperature C (number of degrees 
above — 273) and a, b, and c are constants^ different for each 
metal, thus for iron 

R = -07254 T* + 0-0038133 T - 1 23971. 

The increase is therefore very considerable. If a platinum 
wire be introduced into a circuit with a tangent galvanometer 
and then heated, the current is immediately seen to be 
weakened, this is shown by the diminished deflexion of the 
needle. The effect is more marked by making the wire to 
be heated, one of the resistances in Wheatstone's bridge, 
and heating it after the galvanometer is balanced. It is by 
the latter way that the effect of heat on metallic conductora 
has been measured. (See Chap. X.) 

257. Resistance of Liquids. — We are apt to conceive that 
heat so separates the parts of a solid that electricity cannot, 
BO readily as before, pass from one part to the next, so that 
the resistance is increased. While in liquids heat, by causing 
the parts to have greater facility in motion, enables electricity 
to be communicated. This conception is, however, probably 
unjust; for heat diminishes the conductivity of the liquid 
mercury. Again, the solid glass when heated below red 
heat conducts freely, although at ordinary temperatures it 
is a non-conductor. The imperfect conductors, such as tho 
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metallic sulphides and oxides, conduct better when heated; 
As long as these compound bodies are not fused they conduct 
the current without decomposition, but when fused a portion 
of the current passes through them without decomposing 
them, but another part eflfects electrolysis; or rather the 
amount of electrolysis is not proportional to the current 
strength. If, instead of igneous liquefaction or fusion, we 
employ solvent liquefaction or solution, so very little of the 
current passes through without affecting electrolysis that, 
as we saw in Art 223, the amount of gas in the Voltameter 
is taken as an exact measure of the current. It seems that 
when a feeble current passes through an electrolyte, a very 
small part of it may do so without doing chemical work, but 
that this part is so small that we may neglect it. The 
practical difficulty of measuring liquid resistances is very 
considerable, because electrolysis so often polarises the elec- 
trodes that the electro-motive force varies very rapidly. W^ 




Fig. 196. 

may divide a long trough into three cells by means of two 
porous partitions. Into one end cell, sulphate of zinc and 
an amalgamed zinc plate are put; into the other sulphate 
of copper and a copper plate, the zinc and copper plate are 
connected by Cleans of a galvanometer, and difterent liquids 
are placed in the ceJitral cell. The electro-motive force is 
here constant, so is the external resistance. The internal 
resistance is made up of the resistance of the sulphate of 
copper, that of the sulphate of zinc, and that of the liquid 
under examination. The effect on the current strength of 
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tte intermediate liqiiid may be found by examining the 
increase in the current strength, which is brought about by 
substituting mercury for the intermediate liquid, whereupon 
the internal resistance is diminished. Metallic silver conducts 
10® times as well as distilled water. It is remarkable that 
the minimum resistance of a salt solution is not found to 
be near the point of saturation, but a solution of a certain 
strength conducts better both than a stronger and than a 
weaker one. Thus water has about 746,300 times the resist- 
ance of mercury. H2SO4 about 96,950, HgSO^ + I4H2O about 
14,157, H2SO4 + I3H2O about 13,310, and H2SO4 + 499H2O 
134,773. The least resistance of a solution of sulphate of 
zinc is the solution consisting of about ZnSO^ + 24H2O. The 
solution of sulphate of copper consisting of CuSO^ + 45H2O 
has the least resistance. Some of the solutions which show 
minimum resistance exhibit the water and the salt in the 
same proportions as they exist in the cryohydrate; that is, 
the hydrate which is formed from a saturated solution at a 
temperature below zero. 

268. Unit of Electro-motive Force. — ^This is defined as the 

electro-motive force which is competent to send a current of 
unit strength through a unit resistance, and thereby send a 
imit quantity in a unit time. We have already considered 
a unit current, Art. 252, to be the current which, in passing 
through a conductor of unit length, exerts a unit of lorce 
on a uriit magnetic pole at a unit distance. And a unit of 
work, or its equivalent, is done per second by a unit current 
passing through a conductor of unit resistance. The unit 
of electro-motive force, which is 100,000,000 absolute units, 
is called a Volt, and the electro-motive force of one Danieirs 
cell is equal'to 1 '08 Volt. One million Volts is a megavolt, 
and one-millionth of a Vo^is a microvolt. A unit of quantity 
is the quantity of electricity which will flow through a con- 
ductor whose resistance is 1 Ohm in one second, when the 
electro-motive force is 1 Volt. This quantity is called a 
weber, and it is competent to decompose 0*00009 grams 
of water; since this quantity contains '00001 grams of 
hydrogen, this is the weight of that gas liberated. An equi- 
valent quantity of every other element will be liberated by 
a Weber. 
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269. Comparison of Electro-motive Forces. — ^If we wish 

to compare the electro-motive forces of two cells, such as a 
Danieirs and a Groves', we get all the requisite data by the 
simple use of the rheostat and the tangent galvanometer. 
For when these two instruments are inserted in the circuit 
of the Grove a certain deflexion 6 is observed. Then 

Introduce more wire of the rheostat till the angle is 0^, and 
let the additional length of resistance be l^^ — 



Ki + Zi 



Now if we replace the Grove by a Daniell, we must alter 
the resistance of the rheostat till we get the first deflexion d — 






Add now the additional resistance ?2 until the deflexion 0^ 
is again reached, then 

taii^i=: ^'»- 



t ■ 



Ba + i, 

^1 =_5i__ or 5:1 + -?!.=?'«+ k. 
Rj + ^j R2 + /2 ^1 -^1 ^a ^a' 

whence 

or the electro-motive forces are in the proportion of the lengths 
of resistance added. The electro-motive forces of a few com- 
binations are here given : — 

VOLTS. 

{Amalgamated zinc with H2SO4+4H2O and Ca with saturated CaS04 I'OS 
H2S04+12HaO „ „ „ 0-978 

H2SO4+12H2O „ .. CU2NO3 100 

BUNSES „ H2SO4+12H2O and C with HNOs 1-964 

Grove .. H2SO4+4H2O and Pt with HNO« 1 '956 

Clark „ B^2S04+ZuS04 and H, with H^S04+ZaS04 1.467 

260. Distribution of Current in Continuous Conductor. 

— In Art. 248, we have seen that in a divided current or 
multiple arc, when the electro-motive force of one and all is E, 
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the total resistance is R, and the resistance of one branch is R^, 
then the current Q^ in that branch is 

Imagine a thin but unbounded sheet conductor to receive 
at one point a current of electricity, and to discharge it at 
another. The motion of the electricity would be closely 
analagous to that of water, which entered a boundless shallow 
tray at one point and left it at another. If the water had no 
mass, each particle of it would move in a circular arc passing 
through the two points, and having its centre on the straight 
line bisecting, and at right angles to the straight line joining 
them. 

To find the geometric position of two points to one another 
on the conducting plane, such that no current passes between 

them, when two other points are the 
Y electrodes, let A and B be the elec- 

trodes, and X and Y the points be- 
• tween which no current passes that 

^ is of equal potential, the potential at 

AX 
X = const. X-— and by the condition 

• • ^, — 

= const. X---, so that — - = •—- is the 
BY' BX BY 

condition of equipotential between X and Y. The line j oining 
all the points which satisfy this condition is a circle whose 
centre is on the axis of A B. The family of curves which cut 
these circles at right angles are the lines of force or flow, and 
these are also circles. That these latter circles are the lines 
of flow may be shown by cutting the tin-foil along one or 
more of them, the resistance is not thereby increased; while 
if the cut be made across them the current is checked. Again, 
if we strew iron filings on a sheet of tin-foil pasted on glass, 
and send a current between two electrodes on the edges while 
the plate is being tapped, the filings arrange themselves in 
circles, as in the figure, each particle setting itself with its 
larger axis at right angles to the flow through that point. 
The filings, in ^ort, trace out the equipotential lines. If 
the poles from a battery are brought to two points on the 
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tomoutal edge of a large abeet of zinc standing rertically in 
the magnetic meridian, and a very short magnetic needle be 
hung as close aa possible to the sheet of idnc, and at equal dis- 
taucoa from the two poles, the current in the zinc vrill turn the 




Fig. 198. 
needle one wa,y round, -when the needle is near the uppar 
edge, and the other way when it ia lower down. At a point 
from the edge, about one-third of the line joining the poles, 




DI8TRIBDTI0N OP CUBEBNT. 235 

tho needle is at rest, Tlie currentfl below these take an eqoal 
and opposite effect to 
the higher currents. 
The currents belowthe 
needle are the more 
numerous, but travers- 
ing longer arcs, they 
are weaker, their aver- 
age distance from the 
needle ia greater, and 
a larger part of their 
motion ia verticaL 

A. similar reversal 
of the needles turning 

is shown when tho i'lg. iw. 

needle is covered with 
paraffin, and hung by 
a silk thread in a con- 
ducting liquid. The 
battery poles j usttouch 
the liquid. If the 
needle be hung above 
the liquid it turns, of 
course, in the well- 
known manner due 
to the current passing 
beneath it. U it bo 
hung just below the 
surface,instead of tam- 
ing in the opposite 
direction, which it 

would do if the cur- ■ Fig. 200. 

rent passed straight only from pole to pole, it turns in 
the eame direction as before, aa though a single current 
passed beneath. This is of course due to the difference 
between the joint effects of the higher and the lower currents. 
A neutral position is found at a distance below the surface 
of aboat one-fourth the distance of the poles apart. 



CHAPTER VII, 
MECHANICAL RELATION OF CURRENTS. 

261. Attraction and Repulsion of Currents. — Currents 

attract one another when they move in the same direction, 
and repel one another when they move in opposite ones. 
This crude assertion may serve as the first rough statement 
of the rule which we shall have to examine. If we have two 
currents^ a and b, in one plane, and the paths of these currents 
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are parallel, then there will be attraction in (1) and (3), 
repulsion in cases (2) and (4). Every part of a in (1) and (3) 
attracts and is attracted by every part of 6. In (2) and (4), 
there is repulsion between every part of a and every part of 6. 
Consider now two short currents in the same plane, but inclined 
to one another, prolong the direction of each both ways, ^g, 
202. If the prolongations, both in the directions of the 
currents, meet (c, cQ, or both in the opposite directions {g, h), 
there will be attraction. If (e,/) they meet when one is 
produced in the direction of the current and the other in the 
opposite direction, then there will be repulsion. 

Perhaps this rule is more clearly stated as follows : — 
Produce the directions of the elementary currents till they 
meet, then if both currents are directed towards, or both 
away from the point of intersection, there will be attraction; 
if one is directed to and the other away from this point there 
will be repulsion. 

The attraction and repulsion of parallel currents is exhibited 
experimentally by the frames of wires shown in £g. 203. 




Fig. 203. 

Through the centre of a mercury cup C, but protected from 
the mercury, passes a brass rod D C H, which supports the 
mercury cup. A wire bent into a D shape, EDPG, is 
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balanced air D on a pivot, which rests in the mercury cup 
on the top of H D. One end of this wire is counterpoised 
at E, the other plays in the annular cup of mercury at C. 
The mercury of C is in contact with a fixed wire K which 
pierces the bottom of 0. K and H are connected with a 
battery B, and one of the battery wires is brought in a 
vertical line near F G. In the figure the current in F G and 
in the neighbouring wire are in opposite directions, and there 
is repulsion. Attraction ensues on inverting the battery 
The wire EDFG may be thus chased or pulled 



wire. 



round. Here all the elements of the two currents act 



together. 




a>^ r 



B 
a 
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Fig. 201 



262. Let us consider now 
two currents of sensible 
length and inclined to one 
another, and as near as 
^Ti. possible in the same plane. 
First, fig. 204 (a), let the 
currents AC and DE cross 
(geometrically) at B. Con- 
ceive A C to be made up 
of AB and BC, also DE 
to be made up of DB and 
BE. Then between AB 
and DB, and between B E 
and BC there is attraction; 
while there is repulsion 
between A B and B E, and 
also between D B and B C. 
The currents will endeavour 
by all these relations to close 
like a pair of scissors around 
Basapivot The same effect 
will be produced if the cur- 
rentsare,fig. 204(6),at right 
angles to one another, of if 
they are inclined at any 
other angle (c). These en- 
deavour to get parallel and 
in the same direction. 
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Fig. 205. 
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Nexti fig. 205 (1), let the current A only come as far as 
D E, then between A and D B 
there is attraction, and between 
A and B E repulsion. We 
may admit that the vertically 
resolved part of the attraction 
is equal to the vertically resol- 
ved part of the repulsion ; but 
there remain the two horizon- 
tally resolved parts of the two. 
If, therefore, D E is fixed and 
A free to move, it will not be 
urged to or from D E, but will 
be urged to slide horizontally 
from E to D. If A be fixed, 
DE will tend to move in the 
direction of the current it car- 
ries, namely from D to E. If, 
fig. 205 (2), the current B C is 
moving away from B, there will 
by similar reasoning be a ten- 
dency of B C to slide, keeping 
parallel to itself, but in the 
direction of DE. And DE 
will be urged in the direction 
from E to D. 

263. If the currents are not 
in one plane, as A B C and 
D B' E, fig. 206, we can draw 
a line B B' perpendicular to 
botL Then 

AB and DB' will attract, 

AB „ B'E „ repel, 

BO „ B'E „ attract, 

BO „ DB' „ repel Fig. 206. 

There will be an effort in A B to swing round in the 
direction of the watch hands, and of D E to turn in the 
opposite direction, till they become parallel and in the same 
direction, all rotation will then cease, but direct attraction 
along BB' will be at its greatest. 
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^ It follows from the last few paragraphs that currents which 
attract the same current attract one another, and also that 
currents which repel the same current attract one another. 
If two currents repel one another, the first must attract or 
repel if the second repels or attracts a third current. "We 
may make also the same generalization in space as was made 
in Art. 261, in two dimensions, namely, to find whether two 
elementary currents attract or repel, continue their directions 
and draw the line from one to the'other, which is perpendi- 
cular to both. K both currents flow from or both to this 
line there will be attraction; if one flows from and the other 
to, there will be repulsion.! 

264. Rectilinear Repulsion. — In Art. 262, the repulsion 

between A B and B E must continue when that repulsion 
has brought them into the same straight line, because when 
they are so they are not at an infinite distance apart. Again, 
we may look upon the attraction and repulsion of currents 
as resulting from the current-bearing wires being virtually 

a collection of elementary magnets 

— I j->Aat right angles to the current, all 

4- -f 4- 4- -I- + in one plane, and having their 

like poles all in one direction. 



-L _L — -ysxhus A will attract B, because 

^ -^ + "^ + the crossed ends of the elementary 
+ _+_Q magnets of A are, fig. 207 (1), near 
1 ^ the uncrossed of B. For the same 
reason C and B will repel. For 
the same reason nSy ^g. 207 (2), 
will repel n 8\ For the sum of 
)the attractions ns and n's acting 
at a greater distance and obliquely, 
is not so great on the sum of the 
Fig. 207. repulsions nn' and 8 a'. Accord- 

ingly, there is a tendency in the wire to divide by stretching. 
It must be admitted that neither of these explanations is 
quite satisfactory; but there appears to be little doubt of the 
fact. 

If one end A C, fig. 208, of a bent wire BAG is protected 
with gutta-percha so that only the end C is exposed, and 
balanced on D, while the end A is in a cylinder E oi 
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mercury ; then if D and the mercury are connected with a 
battery, the current passes down A C into the mercury, and 
the end A rises out of the mercuiy. Or if, fig. 209, A B 
be a trough of mercury divided down the middle by a solid 
diaphragm E, and D be a wire covered, except at its ends, 
and GO bent in the middle that the bend clears the diaphragm 
as the wire floats on the mercury, then on introducing the 
]ioles of a battery, one into one division and one into the 
other, the wire moves away from the mercury which touches 



_^ Fxg. 209. 

26S. The attraction of currents moving in the same direc- 
tion is veil exhibited in the spiral automatic make and 
break. A spiral copper wire C is rigidly fastened above, 
and there connected with one pole of a battery. The other 
end of C just touches the mercury in a cup M, which is con- 
nected with the other pole of the battery. Whea the current 
passes, the elements of the current a^, a^, O3, etc, are all 
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in tlio same direction^ and so attract one anotner. So 




do the elements 5j, Jg* ^3> 



i> 



eta It is true that a 

«2» ^3' ^1 ^®P®1 ^.i> K h> 
but these repulsions act 

obliquely and at a greater 
distance than the attrac- 
tions. The latter accord- 
ingly prevail, and the 
whole spiral contracts ; 
the lower end is thereby 
lifted out of the mercury, 
and the current being 
thus broken the contrac- 
tion ceases, the lower end 
touches the mercury, and 
so on. 

266. Circular and Spiral 
Currents. — Two currents 
in circular conductors may 
exercise attraction or re- 
pulsion according to the 
attitude of the circles to- 
Fig. 210. wards one another. Thus, 

fig. 211 (1), the currents in A and B descend in front 
and ascend behind, they are always moving in the same 
direction, and consequently attract throughout. If B were 
placed on the other side of A, the direction of neither current 
would be altered, and attraction would be continued. But 
if (2) one (B) is turned round, the currents move in opposite 
directions throughout, and repulsion ensues ; and this repul- 
sion continues if B is placed on the other side of A. This 
change by turning one only of the circles through half a 
revolution is worth some further, attention. Let us call 
the direction of motion of the hands of a watch, when wo 
look at its face, positive. Set a wheel facing you to turn 
in the + direction; when you look at it from the other side 
it turns in the -- direction. It has not altered its motion ; 
but the ascending edge, along with everything else, which was 
on your left is now on your right, and vice vers^. If we, 
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facing the north, hang up a circular hoop in a plane N.N.E., 

at such a distance that there is 

no apparent difference of thickness 

in its parts due to perspective, 

we cannot tell whether its plane 

is KN.E. or N.N.W. So looking 

at the arms of a windmHl in 

motion, in the twilight, or at such 

a distance that their attachment ta 

the mill is obscure, we can, when 

the aspect is very oblique, easily 

imagine the arms to be turning 

in the opposite direction. We 

then fancy we are looking at 

the other side of the mill; so 

that if the sails are actually 

towards us in their descent, we 

fancy them away from us in 

their descent, which gives the 

notion of rotation in the opposite 

direction. This hallucination can, 

after a little practice, be as readily 

controlled by the will as can the 

introversion of a linear drawing 

representing a soUd. 

267. If we take two perfectly 
similar flat spirals A, B, fig. 212, 
traversed by currents in the same 
direction, and lifting up B we place 
it upon A, there is attraction. If 
we turn B over we cannot get the 
same perfect coincidence through- 
out. The turns of A and B cross 
one another at very acute angles if the spirals are slow. As 
the turns of B cross those of A at this acute angle, the currents 
moving in opposite directions repel one another. If A is also 
turned over, the attraction is restored. In fact, the two faces of 
both spirals act like the two ends of two bar magnets. This 
relationship is better seen if we consider the attitude of helices 
towards one another* Let the helices lie on the table. Then if 




Fig. 211. 
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the current traverses them, as indicated by the arrows, the 
letters d and u show whether the current is going upwards or 
downwards. It is clear that attraction takes place between 
coils whose sides nearest to each other are similarly lettered; 







Fig. 212. , 
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Fig. 213. 

repulsion, when the reverse of this is the case. ABC are 
right handed, D E F are left handed spirals. In A B D the 
current flows towards us (the helices lying on the table), 
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in C E F the current flows away. A and B are identical 
BO are E and F. A is attracted by C and by D, and repelled 
by B and E (and F). B is of course circumstanced as A. 
The helix C is attracted by A (and B), and E (and F), and 
BO on. If one of the helices is turned completely over (head 
to tail), the spiral is not altered in kind (Art. 227), but the 
direction of the current is altered, that is, if it flowed towards 
us before, as A, it now flows from us as C. It is clearly 
seen that given the helix A, which repels the similar helix B, 
when the direction of the current is changed, without altering 
the nature of the spiral, the repulsion is converted into attrac- 
tion (C), also, the direction of the current being unchanged, 
when the nature of the spiral is altered, the repulsion is again 
converted into attraction (D). But when both are changed 
(E or F) the repulsion is maintained, the one reversal counter- 
acts the other. All this has its close 
coimterpart in electro-magnetization (Art. 
227, 228), and the strength of the helix, 
like that of the electromagnet, is con- 
firmed if we spin the insulated wire on 
% reel backwards and forwards in alter- 
nating left and right handed spirals. 
Also if A a be placed in the same 
straight line with Bh, so that a is 
close to B, the current around a is in 
the same direction as that around B, 
and there is attraction. So also if b 
be placed on A But if B 6 be turned 
upside down so that B is close to A, 
it is clear that the current circulates 
about the end A in the opposite direction 
to that in which it circulates about B, 
fig. 214. The end B therefore repels the 
end A. Similarly, the end b will repel 
the end a. The helices, therefore, have reciprocal polarity 
and have all the mutual relationships of magnets. We 
shall see in Chap. VII. how there has grown out of this 
strong analogy a theory of magnetism, which, if not true, 
is so truthful as to be of the greatest use in correlating facts. 




Fig. 214. 



CHAPTER VIIL 
MECHANICAL RELATION OP CURRENT TO MAGNET. 

268. Current Beverser, Commutator, or Bheotrope. — 

We have Lad already frequent occasion to study the effect 
of reversing the direction in which a current is passing. 
Where such reversal has to be effected often and quickly, it 
is necessary to have some readier means than the disconnec- 
tion from reversal and reconnection of the wires to the 
battery poles. The simplest form, and the one which illus- 
trates best the principle upon * which all rheotropes are 
constructed, is shown in fig. 215. Four troughs, ahcd, are 





Kg. 2ia 
dug out of a block of wood A, and the whole is vamish3d. 
The troughs are filled with mercury. Into two neighbour- 
ing troughs b and d, the electrodes from the battery are 
passed, and into the other two a c, pass the ends of the wire 
which has to complete the circuit. Two copper wires e and 
/, of which one is a little more arched than the other, can 
be placed either as in (1) where they are parallel to the sides 
of the block, or as in ^2^ where they are diagonal. The 
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direction of the arrows in both figures shows how the carreut 
circulates. The em-rent is instantly broken by removing 
either e op / in either caae. In fig, 216, a more convenient 
form for rapid breaking or reversal is shown. A is a quad- 
rant of a ^ort circular cylinder lunged at its axis o on a 
stand B, and able to be turned by the handle C, Its two 
curved ed^ are covered with strips of sheet brass 1, 3, 2, i, 
excepting in the middle where 1 is sepaiated from 3, and 3 
from 4, by ivory or ebonite or other non-conductors. 1 is 
joined to 4, and 2 to 3, however, by cross bands of brass 
which do not touch one another. Two springs of elastic 
brass rest on 1 and 2, and are fastened to two upright sup- 
ports K an4 L. Two similar springs F and G are &stened 
to two similar supports. One pair of these supports fsay E, 



Pig. 216. 
L), receives the wires from the battery, the oUier M, It 
receives the ends of the circuit wire. In the condition of 
the figure, no current can pass, because F and G rest on the 
non-conductor. If be depressed, 1 and 2 are brought 
under, and in contact with F and G, while D and £ remain 
in contact with the same. Then the ciirrent passes from D 
to 1, to F, and so round to G 2 E. If C be lifted, 3 and 4 
are brought under, and in contact with F and G, while D 
and E still remain in contact with 1 and 2, The current can 
then only pass from 1 across the transverse piece to 4, thence 
to G, and, having travereed the circuit in the opposite 
direction, it reaches F, crossea through the second transverse 
piece to 2 and E, and so to the zinc pole of the battery. 
Another form is seen in fig. 217, Two brass lobes A and B 
are separated by a zone of ebonite in which there is an axle. 
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and which can be turned by the handle D. Forming one 
piece with A, is a circular brass arc having its centre at the 
axle. A dmilor arc is continuous with B. Upon these 

two rest elastic brass bands which 
are connected with the battery. E 
and F are also elastic bands rigidly 
fixed at G and H^ and connected with 
the circuit wire. On turning D to the 
right, A is pressed against £, and B 
against F. When D is turned to the 
left, B is pressed against E, and A 
against F, and the direction of the 
current is obviously reversed. 

269. Attitude of Magnet to Cur- 
rent. — In Art. 107 was described 
the magnetization of a bar of steel by 
a spark discharge across it, and, in 
Art. 108, we saw how a current of 
Fig. 217. electricity streaming from one of the 

conductors to the earth, through the manifold coils of a copper 
wire around an astatic pair of needles, turned them round. 
Further, in Art 141, the motion was briefly considered of a 
magnetic needle, when stirred by a current running above 
or below from the north-seeking to south-seeking pole or the 
reverse. There also was described the temporary magnetiza- 
tion of a bar of soft iron when a current pas4 above or 
below, or from left to right or the reverse, athwart it; this 
latter effect being the fundamental experiment for electro- 
magnetism. And, Art 220, we have seen how the displace- 
ment of the magnetic needle out of its meridian is a measure 
of the strength of the current circulating around it. Lastly, 
in Chap. VI., use has been over and over again made of the 
astatic galvanometer, as a rheoscope at rest, in the same way 
as an ordinary balance is employed at rest for the determin- 
ation of the equality of weights. We must now complete the 
examination of the mechanical relation between a current and 
a magnet, as a proper introduction to the electric relation be- 
tween currents and currents, and also between currents and 
magnets, which will form the chief subject of the next chapter. 
870. Fig. 218 will serve as a general diagram showing 
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how a mognetio needle, free to turn only in a horizontal 
plane, Ja affected by a current running from end to end, 
aboye (« and 6), below (c and d), from N to 8 (6 and c), from 
3 to N" (a and d). Each case is in accordance with the 
universal rule, that, if we swim with the current, and in the 
current, and face the needle, the N'.-seeking end of the needle 



Fig. 218. 
turns to our left hand. This relation may be perhaps 
remembered as well by fancying a current always to paES 
down a straight wire in a right-handed helical path, and to 
BUppoae the current to have an influence similar to friction 
on the north-seeking magnetism only of the needle. Thus, 
in fig. 219, the parts of the spiral current away from the 
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epectator toe pastdng from right to left, and push the ^.-eeek- 
jpg end of the needln.in the same direction. 

jr Smce the needle toms one "vtay 
vrhea the current paasea above it, 
...■^"' and the opposite way when the cnr- 

rent passes beneath, it foUows that 
when the current is on a level with 
the needle, and running parallel 
irith it, no deflection ensues. 

STL Let now the current move 
vertically up or down whUe the 
needle, as before, can only turn in 
a horizontal plane, fig. 220. Ap- 
plying either of the rules of Art, 
270, the needle will swir^ round 
in the direction indicated by the 
arrows, and seek to set itself pei> 
pendicular to the plane of the 
paper, that is, while continuing at 
ri^t angles to the current, it 
£'' V becomes also at right angles to 

j^ ^ the line which can be drawn from 

^^ the centre of the needle perpendi- 

Rg. 219. cular to the current And, as 

before, a descemling current at the S.-seeking end of the 
needle will produce the same motion as an ascending one 
at the K.-seeking end. This position can never be com- 
pletely attained by 
a sin^e needle on 
account of the direc- 
tive magnetism of 
■*., the earth. A fixed 
^^^ permanent magnet 
may, however, be 
BO placed in the 
neighbourhood o^ 
Kg. 220. and above or below 

movable needles, so that the two have their like poles 
towards the same parts, that the directive magnetism of the 
earth is as nearly eliminated as we please. 
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272. If the needle is, fig. 221, fastened to a horizontal axis 
in such a way that it can only turn in a vertical plane (that 
of the paper), a horizontal current passing from left to right 
in front of the needle, that is, between the spectator and the 
needle in a horizontal direction will also, by the previous 
rule, cause the needle to rotate in the direction of the watch 
hands. Indeed, we have here exactly the same condition as 
in fig. 218 (b). The three other variations of condition when 
the current passes from right to left, and when it parses 
behind the needle, need no special description. 





Pig. 221. 
278. If the magnetic needle be not balanced upon its 
centre, but, fig. 222, 
is balanced on one end, 
say the S. -seeking, by 
means of a counter- 
poise e, so that it can 
turn in a horizontal 
plane, it will, when 
the current D descends 
in a vertical plane, 
that of the paper, turn 
in the direction of the 
arrow and take up a 
position, if it bo astatic, Fig. 222, 

at right angles to the line joining its N.-seeking end to the 
current, and which line is perpendicular to the current. 

274. Strength of Force exerted t^ Current— When 
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a body swings or oscillates around a fixed point, whetlier as 
a pendulum by the force of gravitation, or like a disturbed 
needle by the directive magnetism of the earth, the force 
which acting on the disturbed body to bring it back is always 
proportional to the square of the number of oscillations which 
the body performs in a given time. If therefore a magnetic 
needle, when acted on by the earth's magnetism, only makes 
n oscillations in a minute, and when imder the influence of 
another magnetic pole which, suppose, attracts the end of 
the magnet nearest to it, it makes the greater number m 
oscillations in a minute, then the increase is due to the new 
magnetic pole; and m* — w^ represents the effect and is nearly 
proportional to the strength of the magnetic attraction 
between the surface pole and movable needle. In a similar 
way the force exerted by a current on a magnet can be 
determined by the alteration in the rate of the needle's 
oscillation which the current effects. Every force or influence 
which is not absorbed by the medium through which it passes, 
that is, whose energy only diminishes by dilution with space, 
must, when acting between two points, vary inversely as the 
square of the distance between them. This is approximately 
true, when the extension of the bodies influencing one another 
is inconsiderable in comparison with their distance apart. 
Accordingly, an indefinitely short current is found to obey 
this law when it acts upon a magnetic pole. But, if the 
current is indefinitely long, the action no longer varies 
inversely with the square, but inversely with the distance, 
that is, if the current be straight, inversely with the shortest 
distance between the pole and the current. If it be circular 
around the pole, then with the radius of the circle, and so on. 
Each element of a straight current makes a different angle 
with the straight line joining that element with the pole, and 
accordingly the various elements exert a different force upon 
the pole, that element being the most powerful which is at 
right angles to that line joining the pole to the current, which 
is at right angles with the current. This element with a 
straight current is also the one nearest to the pole. Two 
elements of the same, or different currents of the same 
strength, exert a force upon a magnetic pole in the ratio of 
the sines of the angles between their directions, and the lines 
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joiniug them to that pole — greatest therefore -when their 
directions are at right angles to that line. 

The actiOQ on the magnet is also directly proportional to 
the current strength. ' In fact, 'wo havo estimated the current 
strength by pi tting it against the constant directive magnetism 
of the earth in the tangent galvanometer, and this has been 
Bhovn to be a trustworthy method by making comparisons 
with the Voltameter between the indications of the galvano- 
meter and the quantity of electrolysis effected in a unit of 
time (compare Art. 221). 



Fig. 223. 
275. Bememberii^ the polarity imparted to a bar of soft 
iron by a current passing across it, we can understand now, 
the behaviour of little bars of soft iron, such as iron filings, 
around a current. If a small permanent magnet be so buoyed 
OS to float on water, a cuixent in a horizontal wire above 
the water will have two distinct efiects. One will be to turn 
the needle at right angles to the wire, and the other to 
make it move from whatever position it had until ita centre 
comes vertically under the current. If a bar of soft iron 
be near the current so as 
to be mi^etised, it will 
Bet itself as an electro- 
magnet in the same atti- 
tude as the permanent 
magnet in the figure. 
That is, it will tum itself 
at right angles to the 
current and move so that . 
that line joining its 

centre with the current, _^ 

v hich is perpendicular to the ourreut, is ^eo perpendicular to 
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the bar. Two bars^ such as a and &, fig. 224, when on 
opposite sides of the current, will become magnets having their 
unlike or attracting poles in the same direction. Attracting 
one another they will cling to the current wire. Iron filings 
accordingly cling to a copper wire through which a current ia 
passing, and may be made to clothe it a quarter of an inch 




Fig. 225. 
deep. The systematic arrangement of the particles of iron 
may be well seen on passing a current along a wire which is 

about 1^ of an inch above a sheet 
glass on which iron filings are 
strewn, fig. 225 (1) or (2), on mak- 
ing a hole in a sheet of glass, 
passing a current along a vertical 
wire which passes through the hole 
and strewing the filings on the 
glass. On tapping the glass the 
filings arrange themselves in con- 
centric circles. 

276. Reflecting Galvanometer. 

— ^The motion of the needle around 
which the current circulates has 
been used. Art. 220, as a measure 
of the current strength. For 
telegraphic purposes, where very 
feeble currents reach the recipient, 
the ordinary tangent galvanometer 
Kg. 226. ia modified in form as follows. 

The magnetic needle is very short. It is cemented on to 
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tiie back of a very light glass reflector, and the two, which 
weigh only a few grains, are hung bj silk fibre. Fastened 
above, on the box containing the needle and mirror and the 
btass band around which the current circulatea, is an arched 
magnet, which can be lowered or raiaed and turned round 
so as to increase or diminish the sensitiveneas of the suspended 
magnet A pencil of light is fooussed on to the mirror, which 
L'efleota it on to a paper scale. The deflexions of the needle 
are half those indicated by the travelling spot of tight, sup- 
posing the scale to be circular. 

277. AfiUtio Bheometer, or Eheoscope, or OalTsno&eope. 
This has been already partially described in Art 108. A 
piece of steel wire about an inch long has its two ends 
hardened. The wire is then uniformly magnetised and 
broken exactly in the middle.' We get thus two magnets 
of exactly the same strength. These are fastened about an 
inch apart in the same plane to one another, and so that the 
N. of the one is in the same direction as the S. of the other. 
Two similar coils, each 
consisting of many hun- 
dred yards of fine silk 
covered copper wire, are 
placed side by side, about 
^ of an inch apart, their 
ends being fastened to 
four screws. The needles 
are hui^ by a fibre of 
cocoon silk, so that the 
lower is surrounded by 
the coils. The upper 
needle is above the coUs> 
and immediately beneath 
it, and resting on the coils, 
is a circular disc gradu- 
ated into degrees. The 
ends of the upper needle 
are prolonged by pointers 
over this circular scala ^g' ^■ 

The whole is covered with a glass shade, and is on a 
atmd which can be levelled by screws. The coils exo 
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made in two pieces for the following purpose. If we wish 
to detect the existence of a single current, the two central 
terminals are joined together, so that we have then a con- 
tinuous coil. If we want to measure the relative strengths 
of two currents, one is sent one way, round the one coil, 
while the other is sent the other way, roiind the other coil. 
The strongest will prevail and the needle will turn accord- 
ingly. A resistance introduced into the strongest circuit 
will equalise them, and from the amount of resistance intro- 
duced we can find the relative strengths of the currents. 

Used in this way, the astatic 
combination should remain at 
rest. The ordinary tangent 
galvanometer may be used in 
ike same manner when, as 
mentioned in Art. 220, two 
currents may be passed round. 
It will be noticed that the 
current in passing between 
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Fig. 228. the two needles acts on the 

upper one, on account of its reversed polarity, so as to 
confirm the motion it imparts to the lower one in passing 
over it in the same direction, and under it in the opposite 
direction. The current as it passes beneath the lower needle 
of course acts on the upper needle at the same time, and 
with an effect opposed indeed, but less because of the greater 
distance. So if the current were brought back above tho 
upper needle, thca-e would be a further effect. 
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ELECTRICAL RELATION BETWEEN CURRENTS, AND 

CURRENTS AND MAGNETS. , 

278. Induced Currents^ Secondary Currents.— In Art. 

109 it was seen that when a spark discharge of frictional 
electricity was sent through a wire, a neighbouring closed 
circuit was simultaneously traversed by a discharge capable 
of leaping across a breach in the second circuit, and igniting 
gun-cotton, etc. Further, the secondary discharge so pro- 
duced was itself able to cause a tertiary discharge in a third 
wira We have to examine now the analogous phenomena 
with Voltaic electricity. A galvanometer G, having been 
tested to see what direction 
of motion of the needle 
corresponds to the passage 
of the electricity in at one 
terminal, is attached to a 
straight wire S. Another 
straight wire P can be fas- 
tened to the poles of a 
battery, and, by means of 
a rheotrope, the current in 
P can be started, stopped, 
or reversed. The follow- 
ing relations immediately 
declare themselves. When Eig. 229. 

a current is started in P from left to right, the galvanometer 
needle turns in such a direction as to show that a current 
passes through S in the opposite direction. The current in 
P being continued from L to R, the current in S ceases. On 
stopping the current going in P from L to K, a current 
traverses S also fix)m L to R, but immediately ceases. If 
the current be now started in P from R to L a momentary 
9 B 
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current from L to K passes along S. On stopping the P 
current from B to L, a current from K to L passes along S. 
So that, in general terms, the current in the secondary is in 
the opposite direction to that of the primary when the prim- 
ary is started; when the primary is stopped the current in 
the secondary is in the same direction as that in which the 
current flowed before stoppage in the primary. 

Let us now, having the primary wire at a considerable 
distance from the secondary, complete the circuit of the prim- 
ary, so that the current in it is from L to R, and then 
advance the current-bearing primary towards, and parallel 
to, the secondary. As long as such approach is taking place, 
a continuous current in the secondary will be set up, and 
maintained from E. to L, that is, in the opposite direction to 
the permanent current in the primary. When the approach 
ceases, the current in the secondary ceases. On withdraw- 
ing the L to R primary current, a current is established in 
the secondary also from L to B, and this secondary is con- 
tinued as long as the withdrawing is continued. 

The approach of the two, accordingly, produces the same 
effect as the establishment of the^ primary; the withdrawal 
of the primary produces the same effect as the stopping of the 
primary. And, indeed, we experience no difficulty in ad- 
mitting that the total amount of electricity sent through the 
secondary, when a current of given strength is sent through 
the primary at a given distance from the secondary, is the 
same as would have been sent through the secondary if we 
had brought to that same distance from it from an infinite 
distance a current of the same strength in the primary. 

Further, as we might anticipate, it is found that a per- 
manent primaiy current, being in the neighbourhood of- a 
secondary wire, when thkt priLry is increased in strength, 
and when it is diminished in strength, the same effect is pro- 
duced as when it is brought towards, and withdrawn from, 
the secondary respectively. In fact, increasing the current 
of the primary may be regarded as starting an additional 
current in the same direction, 

279. Lenz'8 Law — Carrents resist Motion. — ^It follows 

immediately from the above that when a current is near a 
conductor it resists motion. For, while moving the current 
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towards the conductor, a current is moving in the latter in 
the opposite direction, and, therefore, there ^is repulsion 
between the primary and secondary. As long as we are 
moving the primary away from the secondary, a current is 
being generated in the secondary in the same direction as 
that in the primary, and, accordingly, there is attraction. 
So that, in either case, whether approach or removal is tak- 
ing place, the motion causes such a current in the secondary 
as to resist that movement. "We may compare this resist- 
ance to friction, it is essentially a responsive force. The chief 
applications of this law will be discussed further on, when 
we consider magnets as collections of currents.^ 

As in the case of the frictional or high-tension electricity, 
the induced or secondary discharge could itself, in acting as 
a primary, give rise to a tertiary, and so on-^-so the induced 
current, from whatever cause arising (establishment, cessation, 
approach, withdrawal, increase, decrease), serves as a prim- 
ary to a third wire. And, as in Art. 109, the effect depended 
upon the length of the wires in apposition, so here the wires 
should be as close together for as great a length as possible, 
this may be brought about by the wires being 
fashioned into fiat spiiuls of isolated wire, one 
of which is placed on the other, or they may 
be employed as conaxial cylindrical helices. A 
primary will act upon a tertiary directly in the 
opposite sense to that in which it acts upon it 
by the intermediation of a secondary. Further, 
if we einploy the other side of the secondary 
circuit to act on the tertiary, and so on, we get 
the primary causing circulation in all circuits 
in the same direction, and the condition becomes 
similar to that of a train of wheels driving one 
another, not directly, but by means of inter- 
posed wheels, fig. 230. 

280. The Extra Current. — This term is Fig. 230. 

rather inappropriate to the phenomena which it represents. 
An exti^ current is the momentary induced current, which 
is supposed to be formed in the primary itself at the moment 
of making or breaking, when the folds of the primary are 
situated towards one another like those of the primary to the 
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secondary. Thus, imagine a wire A P B, fig. 231, to be 
folded as in the figure. A current started from A to B, in 
passinsf round F would cause a secondary or induced current 
8 in the neighbouriiig part of the wire. This secoadaiy 

moving in the same wire 
as the primary and in 
the opposite direction 
weakens it. But if the 
current from A to B be 
broken, the secondary 
Fig. 231. current will try to move 

nnquenched by the primary (because the primary has ceased). 
Accordingly, if we lay hold of the terminals of a battery, we 
do not feel nearly so great a shock as we do on separating 
the terminals after they have been in contact. 





Fig. 232. 
The existence of the extra current manifests itself in the 
following experiment : — Connect a battery B, fig. 232, a long 
spiral or helix A, and introduce a galvanometer G between 
the battery wires. The current from Pi will divide at C, a 
part passing round the spiral A, and so reaching Zn, a part 
passing round the galvanometer G, and so causing a certain 
deflection. Let now the battery be disconnected at Zn, At 
the instant of disconnection, the needle of the galvanometer 
turns in the opposite direction to what it did before, showing 
that a current passes from D to C, and therefore passes 
through the coil A, in the same direction as the primary 
current ; that is, the separate folds of this primary coil act 
as secondary wires to one another. An extra current is 
accordingly the secondary current in the primary wire. No 
doubt the extra current is formed on starting the primary, 
but, being then in the opposite direction to the primary, its 
only manifestation is to diminish the latter. 
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281. Strength of Induced Currents.— The strength of an 

induced current depends upon the strength of the inducing 
current, its nearness to the induced current, and the length 
of the apposed parts. The induced current, other things 
remaining the same, varies directly with the strength of the 
primary current, both when the latter is started or stopped. 
It varies also as the product of the lengths of the two cur- 
rents. Accordingly, the strength of the induced current is 
much exalted, if ite folds are many and parallel to the many 
folds of the primary. 

282. Ampere's Theory. — Let a primary current circulate 
around F, as in fig. 233, in the direction of the watch hands, 
place S upon P, and at that instant a secondary current will 
pass round S in the opposite direction to the watch hands. 
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Fig. 233. 

If the closed circuit S, instead of being placed upon P, is 
placed on the S' pole of a perms nent magnet, a current passes 
through S in the saine direction as before. If the flat spiral 
S be taken away from an S' pole of a permanent magnet, it 
becomes traversed by a current in the opposite direction. 
The S' pole, therefore, behaves to the secondary precisely as 
a primary would do which is circulating in the direction of 
the watch hands. Placed upon a N. pole of a permanent 
magnet, a current traverses the secondary in the direction of 
the waixjh hands; taken off, the N. the current is reversed. 
Accordingly, the N. pole acts like currents circulating in the 
opposite direction to the hands of a watch. 

The behaviour of the magnetic poles in instigating ciuTents 
in neighbouring wires, and notably the alteration in the 
direction of the current which is brought about by change of 
the magnetic polarity alone, combined with tiie similarity 
in the mechanical action of a magnet on a current, and a 
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current on a cuiTent, has g^ven rise to the notion that mag- 
netism ia due to current circulation, 
I a notion, of course, which receives 

great confirmation from the ezpeii- 
ence that current circulation can, 
and does cause, in neighbouring 
soft iron, a condition of the iron, 
Bs far as is known, quite identical 
■with the induced magnetiam it, 
when near a x'ormanent magnet, 
Fig. 234. receives, and, indeed, identical with 

the magnetism of a permaneiit magnet itaelf. 

383. Imagine, in iact, a cylindrical bar of metal A B, 
and oonoeiTO currents to circulate around it in the direction of 
the arrows. Looking at the 
end a, we see the current 
circulating in the reverse 
direction to the watch 
hands; looking at b, we see 
them circulating in the 
watch hand direction. Re- 
garding the bar A B (1), 
Kg. 235. we see that the currents at 

A and B are moving in idenlical manner in regard to Bfiace. 
On turning the bar round from the aspect a to the aspect b, 
we have, in fact, reversed the direction of the cuiTent in 
regard to our own point of view in space, though not with 
■ regard to tiie bar itself, that ia, the sequence of moleculea 
which the current encounters in the bar. 

>— «, ^~^i ^^ ^"y'l indeed, conceive the cir- 

f ) ( ] cumferentiftl current to bo the residue 

N_J^^Yi_y or resultant of lesser, perhaps, mole- 

/' \.^(^ / N, oular or atomic currents, whose 

"^ TX /4 7 internal careers neutralise ono an- 

^<-'M^->-^ other. Fig. 23G. 

284. Magnets as aroups of Cur- 
rentB. — The mechanical actions ot 
ciu-ronts on currents which were con- 
Fig. 236. sidered in Chap. VIIL, find their 
close countei-part in the meohanioaJ action between currents 
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and magnets; and a brief esamination of tlio analogy gives 
the best justification of Ampere's hypothesis. In Ai-L 262 
it was shown how a current approaching perpendiculariy to 
an indefinite current would 
endeavour to elide along 
parallel to itself in the direc- 
tion opposite to the fixed 
current's motion. Acccord- 
iogly. if. fig- 237 (1), a cur- 
rent A B pass down a ■wire i 
Itung at A into a circular 
mercarial trough which is in 
connection with the other 
pole of the batt^y; and if a 
current passes at the same 
time around a wire ring o 
inside the mercurial trough 
in the watch hands direction, 
the wire A B will describe a 
cone in the opposite direction, 
the end B moving through the 
mewury. If, fig. 237 (2), the 
wire c and its current be re- 
moved and replaced by the S. 
pole of a permanent magnet, 
exactly similar motion will 
ensue. Whereas, if the N. 
pole be used instead of the S., 
the motion of the wire will 
be the reverse. The morion 
of the rotation of the wire will be also in all cases reversed, if 
the current be sent upwards instead of downwards; for then, 
indeed, we have the condition of the current going from the 
indefinite current (compare Art 262). 

285. Let us for brevity call a circular current + when it 
moves round from our aspect in the direction of the hands 
of a %vatch, and - when in the opposite direction. Then the 
current around the S, pole when it faora us is -i- , that around 
the N. pole is-. Then the attraction between N and S, 
%■ 238, is due to the neighbouring and prev^ng parts of 
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the cuirenta moving in the same direction. With like pol^ 
N and N', and 8 and 8', the neighbouring currents ara 
moving in opposite directions, and there is, accordingly, 
repulsion. This attraction or repulsion extends along the 
whole length of two magnets put side by side, fig. 238, where 



the letters u and d denote whether the current is emerging 
from or entering the plane of the paper. Notice here the 
entire similarity between this figure and fig. 213, Art. 267, 
where spiral currents 
alone acted on one an- 
other. Further, if (fig. 
210) the unlike ends of 
Fig. 239. two magnets are pre- 

sented to one another, they attract, because their Ampbreian 
currents are parallel and in the same direction. Like poles 
repel, because their currents are in opposite directions. 
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Fig. 240. 

386. The fact of the production of a current through a 

ring or spiral wire, noticed in Art. 279, receives, therefore, 

the explanation that, on bringing the spiral down on the N. 

pole, we bring it down on to a current travelling in the — 
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direction, and, therefore, an induced current in the + direc- 
tion movea round the wire. On taking it off the N., an 
induced current in the — direction traverses the wire. On 
bringing it on to the S., a current in the — direction is started l 
on taking it ofi the S., a + ly moTing current ia started. Of 
course, if a ring of wire placed on a pole receives a current 
in one direction, it will receive a current in the same direction 
with regard to space if it be turned over and then placed on 
the pole. But the current will be opposite in the sense of 
passing through the parts of the wire in opposite sequence. 
Thus, if a wire A B be placed oa a S. pole, the direction of 
the current will be 
from A to B, as in ^ 
fig. 241 (1). If the ^ 
same wire be turned 
over and then put on 
the S, the current 
will move in the same 
absolute direction as 
before (2), and must 
therefore move from 

B'- to A'. If A and _ Fig. 2«. 

B are, therefore, connected with a galvanometer, the current 
through the galvanometer will be reverse when the wire is 
turned over. Thus a spiral c placed on a 3. pole, will have 
a current through it from the centre to the circumference (1). 
Turned over and placed on the same pole, the current moves 
through the spiral from the circumference to the centre (2). 




Fiff. 242; 

287. It ia pretty clear that tho total amount of approach 
on sepamtion, and, consequently, the total amount of induced 
current must be tie same, however the wire is moved, pro- 
vided it alwavB moves from a certain distance to a certain 
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distanca We may jerk, slide, or twist the wire away, or 
employ any combination of these motions, and we always get 
the same amount of current, and this is the same in quantity 
as the current induced in the opposite direction when the 
wire is brought again, no matter how, into its original posi- 
tion. It is also clear that if a part of a closed circuit is 
brought between two unlike poles, these poles act in concert 
in producing an induced current, they also act in concert 
when the wire is withdrawn to cause a current in the opposite 
direction. Thus, the spiral C brought between N and S, 
fig. 243, which are represented sufficiently far apart to enable 
us to see the faces of both, the current will pass in the direc- 
tion of the arrows by the joint action of the poles. It will 
pass in the opposite direction when the wire is withdrawn. 






Fig. 243. 
288. Instead of a flat spiral to lay on the magnetic polo, 
we may use with advantage a helical wire into which the 
magnetic pole is inserted. In bringing such a pole into a 
spiral or helix, the Amp^reian currents of the magnet at first 
all approach the convolutions, but when the end of the magnet 
has entered the helix it has to be moved away from the first 
convolutions, a difierential action takes plate; but the resulting 
current from first to last is represented by the final general 
propinquity. It is also apparent from fig. 244 (1) and (2), 
that if the S. end of a magnet is thrust into a right-handed 
spiral the current will ^ass down the spiral from 6 to a, and 
complete the circuit fix)m a to 6 outside the spiral. The same 
pole thrust into a left-handed spiral (2) will cause the current 
to pass from a to 6 in the spiral, and from 6 to a outside it. 
On introducing the opposite or I^. pole, the current will be 
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reversed in both cases. The inversion of the kind of spiral 
produces a change, therefore, similar to that in Art. 283, 
resulting from the turning of the wire over. Of course, if the 
spiral is taken off and turned round, so that h and a change 
places, the direction of the current is reversed, the connecting 
wires outside the spiral are then crossed, and this latter change 
is the real analogue of that in Art. 283. On withdrawing 
a magnetic pole from the spiral the current is produced, in all 
instances, in the direction opposite to that which it followed 
when the pole was introduced 




Fig. 244. 

It will be noticed from the nature of the Ampk^eian currents, 
namely, that they are all parallel to one another, that if the 
spiral be long enough to receive the magnets, the greatest effect 
will be produced by introducing the whole of the magnet, the 
N. end, say, following the S. into the helix. 

289. From Art. 275 it appeared that the induced or 
secondary current was formed, not only by change of distance 
between the secondary wire and the already existing primary 
cuiTent,but also by the creation and destruction of the primary, 
and by its strengthening or weakening. Precisely analogous 
results are obtained if a bar of soft iron, resting in a coil, 
be magnetised or demagnetised, or have its magnetism in- 
creased or diminished. Thus, fig. 245, a bar of soft iron, N' S' 
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is in a right-handed spiral connected with a galvanometer. 
A magnet N S brought near to N' 8' causes, as ■we shall see 
in Book III., rimilar polarity, that is, the poles induced in 
the 8oft iron are towards the aame parts as those of the 
Gi' permanent magnet. 

The currents, there- 
fore, of the electro- 
magnet will circulate 
as represented, at the 
IT end. The currents 
in the wire will there- 
55 fore follow, as in the 
figure. Aa N S ap- 
proaches N' 8' these 
Fig. 245. currents will continue. 

On taking M S away, the magnetism in N' 8' diminishes, 
and as long as this diminution continues the current is 
found to pass in the opposite direction. 

290. In. Chap. V we examined the formation of an electro- 
magnet by a spiral current around a soft iron bar or core. 
A current passing down a right-handed 
spiral around a core causes the end of 
the core, which it leaves, to have N. 
polarity, and therefore the Ampfereian 
currents circulate in the electro-magnet, 
as shown in fig. 346, that is, parallel 
to and in the same direction as the 
exciting current. The Ampfereian cur- 
rents, though thus caused by the current 
in the spiral, are not induced currents, 
Fig. 246. for they go in the opposite direction 

to that which the induced current would pursue, and they 
are as permanent as the exciting current, while induced 
currents are momentary. We may imagine in a bar of soft 
iron that there are an infinite number of currents in an 
infinite number of planes, and that under the directing in- 
fluence of the helix these arrange themselves parallel to the 
currents of the helix, and, therefore, parallel to one another, 
and in the same direction as the helical current, according 
to the rule examined in Art. 252. It follows that if we put 
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one helix insidd another of the Bame kind, and put a bar of 
soft iron ia the inner helix, and then pass a current round 
either one of the helices, the secondary current induced in 
the other helix will not only be brought about by the direct 
actios of the first helix on 
the second, bat also by the 
magnetism in the core, 
caused by the primary 
current, reacting upon the 
second helix in the same 
direction as the primary 
acted. Thus, fig. 2i7, we 
suppose there are two right- 
handed helices p and s, of 
vhich p is inside a, and a 
soft iron core C is placed Fig. 217. 

in p. When a current ia sent down p from left to right, 
an induced current starts in s in the opposite direction. 
Further, the current p magaetisee C, giving it the polarity 
in the figure. The Amp^eian current in C are in the same 
direction as that oi p, and accordingly strengthen the second- 
ary current by confirming the direct action of p upon it. On 
stopping p, again a current starts in the same direction as 
p, and the stopping of the Ampfereian currents in the electro- 
magnet assists the secondary. The core always assists the 
primary. And the joint efiect is very much greater in induc- 
ing secondary currents than the efiect of the primary alone. 
To this we shall return in Art. 29i, and the following. 

291. Solenoids. — In Art. 285, we examined the attractive 
and repellant properties of helices down which currents are 
passing, and showed that these heUcea had poles like those 
of a bai' magnet. If, according to Ampere's theory, magnetism 
is due to systematic current direction, the above helices are 
to be regarded not only as simUar to, but as actually being 
weak magnets. By bending the ends of a helix back into 
ita cavity, canying them silong near the helix (not exactly 
in its axis), and bringing them out at about the middle, an 
arrangement is got which is called a solenoid, and which can 
be free to turn while a current ia passing through it. Such an 
arrangement is seen in fig. 248. The solenoid is suspended 
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by a fine thread t. One of its terminals a rests in a little 

mercury cup, and the 
other b, which is not 
quite central, moves 
in a circular mercurial 
trough around a. The 
cup and trough are 
connected with the 
poles of a battery. If 
the current ascends a, 
then A becomes S.- 
seeking, and B be- 
comes N.-seeking, that 
is, A is repelled by 
the S.-seeking, or un- 
marked pole of a mag- 
Fig. 248. ^ net, and attracted by 

the marked. B is repelled by the N. -seeking, or marked, and 

attracted by the S.- 
seeking or unmarked. 
Allowed to swing, the 
end B will point to the 
N. and A to the S. On 
reversing the current 
the solenoid swings 
round, its poles being 
reversed. The terminal 
wires of the solenoid 
may pass through a 
Fig. 249. bung, and one of them 

may be armed with an amalgamated zinc, and the other with a 

copper plate. The 
whole is floated in 
acidulated water. In 
order that the directive 
magnetism of the earth 
may produce a sensible 
effect, the convolutions 
of the solenoid should 
By properly balancing 





Fig. 250. , 
be very numerous and close tftf^ether. 



i 



BOLENOIDg. 271 

the Bolonoid borizon tally, and on & horizontal axis, fig. 250, 
which may be done by bending its terminals, and resting 
them on two drops of mercury on a wooden Btaud, in 
such a way that the centre of gravity of the whole is a little 
below the line joining the en^ of the terminals, then when 
a current passes, the solenoid dips lite a needle, ■ 

A few turns of insulated 
copper wire, fig. 261, in the 
form of a hoop shows the 

polarity i-emarkably well. j 

The N. pole of a bar magnet 
presented to the hoop will 
attract it from a consider- 
able distance. If the 8. end 
be forced into the hoop, the 
latter will move off, and 
frequently it will turn round 
and impale itself on the 
magnet, running up as far 
as the middle. 

393. The power enjoyed | 
by magnets, either perman- 
ent or temporary, to call ■ Fig- 261.' 
forth secondaiy currents, and the fact that those ciirrenta are 
always in the opposite direction to the Ampbreian carrents 
when the latter are started, approached, or strengthened, 
gives rise to an application of Lenz'a law, both curious and 
important, namely, the drag upon a moving magnet exercised 
by a neighbouring conductor, and the friction-like action 
between a moving conductor and a magnet at rest^ which 
causes the latter to move. 



■■©- 



endless conducting wire 
A B beneath the S, polo 

of a magnet which can /' ^ . ^ " 

turn in a horizontal a. c 

plane. Let the conductor ^^ 

move from left to right, ' '' 

as c. Looking upon the F'g- 262. 

part A es a secondary, it is «lear that a current will h 
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tablished in it contrary to the nearest current of S, that is, 
from left to right So that the current in S and the induced 
current in A C, being in opposite directions, will repel, and 
S will be pushed in the direction of c. Again, the part C B 
by the same motion, is removed from S. A current will 
therefore be establiidied in it from B to C, which, being in 
the same direction as the neighbouring current of S, attracts 
S and drags it along. Pushed by the current in A C, and 
pulled by the current in BC, the pole S moves in the direction 
of the motion of AB, that is, from left to right; as though 
A B in its motion rubbed up against S. Similarly, if S were 
to move along in the direction A B, the current in A C would 
be in the same direction as the lower current of S, and between 
these there would be attraction or pull, while iiie current in 
B C would be in the opposite direction, and between S and 
B C there would be repulsion or push. The conductor A B 

would therefore tend to 
move in the same direc- 
tion as the pole S. The 
N pole on the opposite 
side would behave in a 
similar manner. 

So that, ilg. 253, if we 
place a magnetic needle 
N S on a pivot, and stand 
it on a sheet of glass to 
Fig. 253. get rid of the influence 

of draughts, and turn beneath it a sheet of copper, or any 
metal C, the needle will follow the rotation of the copper. 
Or, inversely, if we support the disc beneath the magnet 
and spin the latter round, the disc will follow it 

Again, imagine, ^g. 254, that we have two powerful electro- 
magnetic poles very near to one another, and hold between 
them a sheet of copper. The copper will move with extreme 
reluctance between the poles. The more violent the effort 
to move it, the more violent will be its resistance to motion. 
It will have no rebound, but its repugnance to motion will 
resemble that offered by a semi-solid to the passage of a knife. 
A spinning mass of copper will be quickly stop^ when the 
neighbouring soft iron masses are magnetised. A thin copper 




MAQNETO-ELECTEICAL MACHINES. 273 

ring dropped between, the poles will fall as thoagli through 
syrup. If the ring be broken the peculiar effect ceases, 
because no current can then circulate. 



Eg. 264. 

The over eenHibility of the oompaas needle is corrected by 
placing it in a met^lic ring; the motions of the poles near 
the metal cause currents in the metal, in all cases, in such 
directions as to oppose the motion. In fact, the law described 
in Art. 276 as Len^s law, is here further illustrated. 

293. Effect of Soft Iron Core in Primary.— In Art. 290 
it appeared that the creation and cessation of magnetism in 
a soft iron core in the primary, assisted the direct action of 
the primary upon the secondary, in producing the secondary; 
and in Art. 289, the magnetization of a soft iron core, in a 
coO, was shown to produce the same effect as the introduction 
of a penuanent magnet into the coil, and also the same effect 
as the starting of a current in the primary, in the same direc- 
tion as the Ampfereian currents in the permanent or induced 
magnet. Accordingly, if a helix be wrapped round a mass 
o£ soft iron, and both he brought neat the N. pole of a per- 
manent magnet, a current is started in the wire which con- 
tinues as long as there is approach. The current ia reversed 
if the wire and iron ia withdrawn, and the reversed current is 
continued if the wire and core is brought to the S. It is again 
reversed on withdrawal from the S., that is, withdrawal &rom 
the S. produces the same effect as approach to the N. 

294. Ma^eto-eleotrical Uacliine8.-~A11 instruments for 
obtaining currents Irom magnets depend upon the principle 
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in Art. 290 and preceding paragraplis. The crude form of 
such an instrument is shown in fig. 255. N and S are the 
north and south poles of a permanent magnet fastened in a 
vertical plane. Opposed to these poles, and as near to them 
• as possible, are two soft iron cylinders A and B, connected 
away from the magnet by the piece C C. Around A and B 
is wound the wire a 6 in right-handed spirals. Let a and 6 
be connected, and, by machinery which is not shown, let the 
system A B be moved round in a vertical plane perpendi- 
cular to that of the magnet. Starting from the position in 
the figure, let B sink through the paper. A current will 
then move around B towards b ; at the same time, a current 
starts around A from a. Accordingly, the removal of B from 
S, and A from N, both tend to send a current from a to 6. 




Fig. 255. 
The approach of A to S, as the rotation is continued, produces 
the same direction of current as its removal from N. And 
the approach of B to N produces the same effect as its with- 
drawal from S. So that during the first half revolution the 
current passes from a to b. During the whole of the second 
half it passes, as is clear from exa<5tly similar reasoning, from 
6 to a. If we hold wires connected with a and b in the moist 
hands, we feel a succession of slight shocks as the induced 
current reverses its direction at each half revolution. If a and 
b are connected with a Voltameter, a mixture of oxygen and 
hydrogen is evolved at both poles. A thin platinum wire 
between a and b becomes red hot. 

In order to get a continuous current in one direction 
between two other points e and /, say in the direction from 
6 toyj we must introduce an rheotrope or current reverser, 
between the pair a b and the pair e/, in such a way that the 
connection is reversed at every half revolution; for then the 
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connection being reversed when the current is reversed, the 
current between e and/ will remain the same. This may be 
accomplished by splitting the metallic axis, upon which the 
system A B revolves, longitudinally, and filling the intersticQ 
with some non-conducting substance such as ebonite. If the 
terminals a and h are always connected with the same halves 
of the axis, and the points e and /are connected with springs 
which always press upon the same side of the axis, the above 
conditions are satisfied ; for then at each half revolution, the 
spring connected, say with e, will change its connection from 
contact with a to contact with 6, and this at the very moment 
that the current is reversed from a to 6 and becomes from 
6 to a. 

295. The magnetizable soft iron core and its surrounding 
wire are more advantageously applied to the permanent 
magnets in the arrangement known as Siemens* armature. 
This is shown in fig. 256. The armature resembles a shuttle 
C D, the wire is wound upon this. The terminals are con- 
nected with the parts a 6 of the split axle. Striding over 
the armature is a series of electro-magnets, of which only 
one is shown. These are flat, parallel, and very close 
together. 




Fig. 266. 
296. By employing electro-magnets instead of permanent 
steel magnets, a still greater effect may be produced. The 
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current wliicli excites the electro-magnet may be derived from 
a small machine such as just described. Thus* if we take a 
small machine, such as was described in 294, 295, and conduct 
its current around soft iron bars, replacing the magnets of 
295, we get, on turning the armature of 295, a vastly increased 
current. The labour is of course greater. Instead of employ- 
ing a separate system to generate the current, we may rely 
upon the existence of a little permanent or earth-induced 
magnetism of the soft iron itself. Thus the magnets of fig. 
256 being replaced by soft iron, suppose that all of these 
are enveloped in wire, whose terminals are all connected with 
a and 6. The slight magnetism in the soft iron masses will 
cause a weak current from atob; part of this will pass from 
6 toy at once, the rest will circulate around the soft iron masses; 
and by converting them into electro-magnets, will vastly in- 
crease the current of the armature, the eflect and the cause are 
reciprocal; but both of course are dependent on the work 
expended on turning the machine. This resistance to motion 
is feeble at first, but fioon increases as the magnetism rises and 
the current augments. 

297. Induction Coila — The electric current obtained by 
the above described magneto-electric machines is an induced 
or secondary current of which the primary is the group of 
Amp^reian currents circulating around the poles. The 
mechanical conditions of the genesis and extinction of this 
secondary, namely, the gradual manner in which the approach 
and withdrawal must be made, give also a continuousness to 
the secondary, and causes it to resemble the primary in kind. 
The sudden extinction of the primary, and the almost equally 
sudden demagnetization of the soft iron it envelopes: the 
sudden creation of the primary, and consequent sudden 
magnetization of the soft ii*on, cause the effect in the 
secondary to be concentrated in' time, and so in a manner 
condensed. Shorter lived, but equal in total energy with the 
current produced on approach or removal, it acquires tension, 
and is converted under favourable conditions into frictional 
or high-tension electricity. In the ordinary medical coil, the 
secondary wire surrounds the primary, which again surroimds 
the soft iron core, consisting of a bundle of iron wires. An 
automatic make and break^ similar to that described in Art. 
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236, is set in action by the passage of the current while the 
terminals of the secondary are held in the hands or applied 
to different parts of the body. The strength of the second- 
ary is regulated by passing it to viurioua distances over the 
primary. In the magneto-medical coU, the galvanic hatteiy 
of the ordinary coU is replaced by a magneto-electric machine, 
such as that in Art. 294. The current generated in the wire 
surroimding the armature of a permanent magnet when the 
armature is turned before the magnetic poles, is the primary 
current, the other part of the instrument is similar to the 
ordinary medical coil. 
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P^. 257. 
298. Ruhmkorff's Coil.— The principal of this is exactly 
that of the medical coil, with the addition of a " condenser " 
attached to the primary. The use of the condenser will be 
described immediately. Perhaps fig. 257 may serve to 
explain the principle of the coil. A bundle of soft iron wire 
1 is enclosed in a coil P, passing several times backwards 
and forwards, of stout covered copper wire which may be ton 
or twelve yards long. One of the terminals p of this prim- 
ary wire is connected by means of the binding screw I with 
one polo of the battery, of say 4 platino-zino cells. The 
other terminal y of the piimary is connected with the spring 
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hammer H consisting of soft iron, which presses against the 
point of a screw working through the stand o, and so to the 
other battery polo. The primary terminal q is also con- 
nected with C, a series of sheets of tin-foil connected 
together along one edge, but separated by sheets of paraffined 
paper from a similar connected series C, which are in con- 
nection with q[. The secondaiy wire, whose terminals are S' 
and 8", consists of several miles of very thin silk-covered 
copper wire, wound in segments on an ebonite reel cylinder, 
fitting as close as possible over the primary. The passage of 
the current through the primary, when I and m are joined to 
the battery by magnetising the core I, attracts H from o, 
and so breaks contact, which is instantly restored in the 
manner described in Art. 2 36. Let us suppose that both 
primary and secondary are simple single right-handed helices, 
and let the + current enter the primary by P^, m, g', o, H, w, 
g, and so round to p, ^ and Zn, On starting, the current in 
the primary acts directly on the secondary to produce a 
current from S' to S". The' magnetization of 1 1', which 
causes I to become N.-seeking also, sends the current from S' 
to S". On stopping the current in the primary, the current 
in the secondary moves both by the direct action of the stop 
of the primary, and by the demagnetization of the iron, in 
the opposite direction, that is from S" to S', and if the 
secondary current due to breaking and demagnetization were 
precisely equal in strength and identical in kind with that 
due to making the priLiy. and magnetising the core, wo 
should have a current from S" to S' exactly equal and 
similar to that which passed from S' to S'' on making the 
primary. But neither is the make-secondary identical in 
quantity nor kind with the break-secondary. 

Referring to Art. 280, it appears that the extra current 
in the primary can, when the current is made, only manifest 
itself by diminishing the primary, which results, of course, 
in diminishing the secondary. On breaking the primary, the 
extra current, endeavouring to pass in the same direction as 
the broken primary, cannot do so through lack of path : it 
cannot, therefore, affect the secondary at all. Accordingly, 
the break-secondary must be stronger than the make-secondary 
since the primary in the latter case is diminished by the extra^ 
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ia the former, not. When the primary is broken, if we can 
in any way store up the effort of the extra to pass in the 
direction of the broken primary, if we can condense the 
extra current formed on breaking the primary, then, on 
making the primary, the direct effect of the primary on the 
secondary is augmented by the stored up break-extra, which, 
now escaping from its bondage in the opposite direction to 
that in which it entered, travels with, and fortifies the 
primary. The polarity of S' and S" depends, therefore, upon 
the fact that, on making, the primary is assisted by the 
stored up extra from the previous breaking, and diminished 
by its own extra which stores itself up. On breaking, the 
released extra acts in the same direction as the break of the 
primary, and, accordingly, the break-secondary is stronger 
than the make-secondary. The pole S" becomes -i- towards S'. 

The secondary caused by breaking the primary has, 
moreover, always a greater tension than that caused by mak- 
ing the primary : it is more completely transformed into 
static or frictional electricity. On employing a long and 
thin secondary wire, this transformation is complete. From 
S" to S' sparks leap across, having all the properties of those 
of a frictional or of a Holtz's machine. These may be with a 
good machine eight inches in length, and since, if a spark 
passes at all, it passes at each break of the primary, a torrent 
of sparks may be obtained by the working of two or three 
cells of a battery. 

299. The induction coil may serve to illustrate the resem- 
blance of frictional and Voltaic electricity, not only by show- 
ing the genesis of the former from the latter, but also by 
giving an abundant source of the former kind, it enables us 
to trace a step further some analogies not quite sufficiently 
examined. In Art. 284, it was seen how a current, descending, 
in front of one end of a bar magnet, rotated around that 
end in the direction opposite to the Ampk*eian currents 
circulating around the pole. Precisely similar motion is 
observed in the spark discharge of the induction coil. In fig. 
258, a hole is bored through a bar of soft iron M M, and 
filled with shell-lac, through which a wire is thrust in con- 
tact with a brass cap B, which is separated from the iron 
rod also bv shell-lac. The outside of M is also thickly coated 
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with shell-lac down to its centre G, which is a girdle of brass. 
The central wire and G can be connected with the poles of 

an induction coil, and when 
this is the case, sparks pass 
between the cap B and G. The 
lower half of M is encircled 
by a copper wire whose ends 
maybe joined to a battery, thus 
causing M to become an electro- 
magnet. The upper half of 
M is surrounded with a glass 
globe, from which the air may 
be es^austed to any extent. 
It is found that as long as 
M remains unmagnetised, the 
spark between B and G follows 
a constant path. If M is mag- 
Fig. 258. netised, the spark glides round 
as it continues to strike between B and G. It glides in the 
opposite direction when either the polarity of the magnet is 
reversed, or the direction of the spark reversed. In fact, 
the phenomena of motion of Art. 258, where a current 
revolved about the magnet^ can be here reproduced exactly 
with the spark discharge. 






Kg. 259. 
800. Phenomena of extreme beauty are exhibited when 
the spark from the induction coil is allowed to pass through 
glass tubes containing various gases in different degrees of 
rarefaction. The simplest form of such a vacuum tube is 
shown in fig. 259 (1) and (2). Two pieces of platinum wire, 
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a, b, are fused into a glass tube A, which is drawn out at B. 
The air is exhausted from the open end by a good air-pump, 
and the glass is softened and drawn off at B. The length 
from a to 6 may be several feet, still, if the pressure left be 
only about ^ inch, a luminous discharge takes place from a 
to by when these two points are connected with the induction 
coO. The wire from which the spark enters the partial 
vacuum becomes armed with a* brush-like discharge, the other 
wire becomes clothed with a layer of light. Vapours intro- 
duced into the tube before exhaustion have the power of 
inducing a remarkable stratification of the luminous discharge, 
and the colour is characteristic of the gas or vapour present. 
What is seen is, in fact, incandescent gaseous particles, and 
although up to a certain point the greater the rarefaction 
the longer is the discharge length, still, if the vacuum be as 
perfect as possible, such as may be got by the action of a 
mercury pump for several hours, or the chemical vacuimi got 
by filling the exhausted tube with carbonic acid, and exhaust- 
ing several times in the presence of dry caustic potash, which 
is afterwards fused, then the spark refuses to pass between 
wires only |^ inch apart, while it will leap over an interval 
of 8 inches through ordinary air. On the other hand, if 
instead of rarefying the air^^e compress it, we soon again 
reach a stage where the spark refuses to pass: where the 
insulation is perfect. 

Beautiful as are the appearances presented by these 
vacuum tubes, at present so little is known concerning the 
rationale of the discharge throijgh them, that we must not 
give more space to their description. 



CHAPTER X. 
RELATION OF THE CURRENT TO HEAT AND LIGHT. 

SOL Temperature affects Resistance. — The relation 

between heat and the galvanic current may be viewed from, 
three positions: — (1), The influence of temperature on the 
resistance offered by bodies to the current; (2), the develop- 
ment of heat by the current; and (3), the generation of a 
current by heat. The effect of heat upon a metallic conductor 
is invariably to increase its resistance; but the alteration 
of resistance is so much affected by traces of foreign metals 
that the law connecting resistance with temperature is often 
masked. An iron wire, whose resistance at 21° cT was 690, 
had a resistance of 1660 at 285^ C. At the brightest red 
heat its resistance was 4880. The resistance of a copper 
wire increased from 864 at 21® C. to 4700 at a bright red. 
A platinum wire, which at 21® C. had a resistance of 1985, 
had at a bright yellow the resistance of 6000. Within the 
range of temperature which can be accurately measured by 
other means, such as the air thermometer, it appears that 
the increase of resistance for every 1° C. is on the whole 
about 0*00366 of the entire resistance. This number is the 
co-efficient of expansion of gases for 1° C. ; and the conse- 
quence of this coincidence is, that the resistance of the metal 
is proportional to its absolute temperature — i.e,, to its tem* 
perature above the absolute zero of temperature. But it 
must be remembered that this coincidence is only approxi- 
mately true, and that an increase of temperature at a high 
temperature takes a different effect from the same increase at 
a lower one. Very careful experiments with a platinum 
wire 0*009 in. in diameter, showed (Siemens) the following 
amongst other results : — ^The resistance at 0® being taken as 
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100. Table (1) shows the resistance when the wire was 
heated in oil; (2), when heated in air: — 



(1) 

0* 1000 

60° 114-6 

110° 1261 

160° 137*7 

210° 1480 

260° 1591 



(2) 

0* 100-0 

100° 1250 

112'7** 128-7 

160-3° 140-4 

212-3° 162-9 

264-6° 165-4 



302. The resistance pyrometer is based upon measure- 
ments such as the above. A platinum wire is coiled around 
an earthenware cylinder, and protected by an earthenware 
case. Balanced by a resistance bridge when cold against a 
similar coil or any other resistance, the protected coil is 
subjected to the source of heat, and the increased resistance 
measures the temperature. For exact measurements of this 
kind, where the instrument is calibrated with standards, we 
are not concerned with the source of the change. But it is 
clear that, apart from the specific alteration of conductivity 
due to heat, we have also the change in the dimension of the 
wire; it becomes longer and thicker. The co-eflScient of 
expansion being q, the length I, and the radius of section v 
for an increase t^ of temperature, the length is increased 
^It, and the sectional area, QW^t. 

The resistances of liquids which are decomposed by the 
current are diminished by increased temperature; and this 
diminution does not only depend upon the nature of the salt, 
but also on its degree of concentration. Thus, a solution of 
sulphate of copper resists according to the following table : — 





PER CENT. Cu. SO 4. 


8 


12 


16 


20 


24 


28 


14° 

16° 

18° 

20° 

24° 

28° 

30° 


42-1 
40-3 
38-7 
37-1 
34-2 
31-6 
30-3 


33-5 
32-2 
30-9 
29-7 
27-6 
25-7 
24-9 


28-7 
27-7 
26-7 
25-7 
241 
227 
22-1 


26-3 
25-4 
24-5 
23-6 
22-2 
21-0 
20-4 


24-8 
23-8 
22-9 
22 
20-4 
19-1 
18-5 


22-7 
21-6 
20-4 
19-4 
17-4 
15-6 
14-7 
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803. Melted metals, including mercury, follow the law of 
Bolids — ^namely, their resistance is increased on receiving 
heat. The resistance of a metal is irreatly increased when, 
without change of teniperatar«, it pLes from the soUd t<^ 
the liquid state; at least this is the case in all of the few 
cases where such determinations have been made with 
accuracy. 

Compound bodies behave quite differently from simple 
metals in their change of conductivity when their temped 
ture is increased. And this is the case both with frictional 
and Voltaic electricities. Thus, if one end of a glass rod be 
heated red-hot, and placed on a charged electroscope, the 
electroscope is instantly discharged, if the hot part is touched 
with an earth-wire. On touching the cold part with an 
earth-wire no such discharge ensues. Two platinum wires, 
fused into the ends of a rod of glass about ^ in. apart, and 
connected with a battery circuit in which a galvanometer is 
introduced, allow the current to pass between them if the 
glass is heated over a gas flame. More exact measurements 
can be made by putting mercury into a glass test-tube, and 
plunging the tube into a mercury bath, and connecting the 
interior mercury with the exterior by means of a circuit in 
which is a battery and a galvanometer. Thus, if the resist- 
ance of a certain thickness of glass at 

200 • C. is 2582 
at 250 it is 153 
„ 300 „ 17 

„ 350 „ 12 

,,400 „ 8 

The conductivities of simple binary compounds are differ- 
ently affected by heat. Selenide of silver and selenide of 
copper behave like metals, that is, their resistances increase 
with the temperature, and they are not decomposed. Certain 
sulphides are in the same predicament; while others, such 
as the compound CugS, undergo solid electrolysis. At 110^ 
C. this body eliminates copper at the — battery polo, while 
CuS appears at the + . 

304. Resistance affects Temperature. — The passage of a 

current through a homogeneous conductor is always accom- 
panied by an evolution of heat, and the quantity of heat 
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wMch is liberated in a given time is found by experiment to 
vary directly with the resistance, and directly with the square 
of the current's intensity (or quantity in a given time). Since 
the same quantity of current passes by any point of a circuit 
in the same time, it follows that, in a closed circuit, the heat 
developed in any one portion is proportional to the resistance 
of that portion. It is also obvious that, on increasing the 
resistance of one part of the circuit of a battery of given 
electronmotive force, we by no means proportionally increase 
the heat there developed, because the increase of resistance 
diminishes the current strength. The very heating of the 
part of the circuit where the resistance is greatest, diminishes 
the whole current strength and quantity. Accordingly, in 
establishing experimentally the relation between temperature 
or heat quantity on the one hand, and current quantity and 
resistance on die other, we must employ some means for 
measuring the current quantity which passes through the 
whole circuit, including the variable resistance. Perhaps the 
most trustworthy 
method of doing 
this is to introduce 
a Voltameter into 
the circuit, and to 
measure tiie heat 
quantity given off 
from a portion of 
the circuit, by de- 
termining the num- 
ber of heat units 
given to a known 
weight of water in 
a given time, or 
by employing some 
other liquid to re- 
ceive the heat, and 
by its expansion to 
betray its amount. 
Fig. 260, let S be a 
battery of three or Fig. 260. 

four cells. A Voltameter, V, is placed in its circuit. The 




286 MAGNETISM AND ELECTBICITT. 

terminals A and £ are connected with thick copper wires, A C 
and B D, which pass air-tight through the cork of the flask 
F, and are joined together at the ends by a spiral of thin 
platinum wire, P<. The flask F is filled with strong spirits 
of wine, which reaches up to a point on its graduated stem. 
Before use, the alcohol thermometer, which F forms, is cali- 
brated. That is, the rise in the stem which corresponds to 
a given rise of temperature is noted hy keeping F for an hour 
in water of known temperatures. From the known weight 
of alcohol in F, and its specific heat, it is easy to deduce the 
number of heat units corresponding to a given rise in level 
in the stem. . 

Calling Hj the quantity of heat or number of heat units 
set free in F in a given time ; N^ the number of (say) cubic 
centimetres of detonating gas set free in Y in that time, and 
R the resistance of Tt. And calling Hg, Ng, Kg* *^® homo- 
logues of another experiment, then it is found that H^^ varies 
as wjvj, and Hg as ni^i, or, generally, 

Hj-NSRa 

This important law, known as Joule's law, is expressed at 
the beginning of this paragraph in words : the heat varies 
directly with the resistance, and directly with the square of 
the current strength. For the current quantity in a unit of 
time directly measures the current strength. We may put 
the above expression accordingly in the form 

and, since the resistance R varies directly with the specific 
resistance, sp^, of the material, directly with the length I, and 

inversely with the section (s) of the conductor, R«» — ^> we 
have, 

8 

If, therefore, we have one and the same current circulating 
around a mixed conductor, as is the invariable case with a 
battery circuit, S is the same in all parts ; and the heat 
developed in any portion of the circuit is proportional to the 
resistfimce there eijcounteredt 



RESISTANCE AFFECTS TEMPERATURE. 287 

It is clear that the expression He^SgR enables us to deter- 
mine the resistance of a wire from the current strength S, 
and the heat developed in the wire ; also to determine the 
current strength by observing the heat when the resistance 
is known- 

806. — Several experimental illustrations of the conse- 
quence of Joule's law ai-e of interest. If, for instance, a 
wire made up of alternate pieces of platinum and silver wire 
of the same thickness serves to conduct a strong current, the 
same quantity (S) of electiicity passes through each portion. 
The resistance of the platinum being greater than that of the 
silver, the former is heated most, and may become red-hot 
while the silver remains cool enough to be handled. 'Again, 
if a current passing along a platinum wire is just sufficient 
to bring it to incandescence, and if we heat a portion of the 
wire, the resistance of that part is increased (Art. 301), the 
current strength is diminished, and the remainder of the 
wire ceases to glow, because it no longer has to convey so 
much electricity. If the current be just insufficient to make 
the wire glow, and we cool a portion of the wire by plunging 
it ii^to water, the whole wire offers less resistance, the current 
strength is thereby increased, and the increased current, 
passing along the uncooled part, heats it to incandescence, and 
even to fusion. It is for a similar reason that a wire may 
glow and melt if it is very much shortened. Lot us suppose 
that the resistance of the wire we employ is incomparably 
greater than all the rest of the resistance, so that we may 
consider the current strength to be inversely proportional to 
the wire length. A long thin platinum wire interposed in 
the circuit offers great resistance. The heat in that wire is 
proportional to the length of the wire multiplied by the 
square of the current. If we halve the length of the wire, 
and at the same time keep the current the same, we halve 
the heat developed in the wire, because we halve its resist- 
ance. But we do not halve its temperature, because, while 
the heat 'is halved, the matter is halved. On halving the 
length of the wire we, however, by halving the resistance, 
double the current; and since the heat varies with the square 
of the current, we must have an increased quantity of heat on 
a shortened wire; for both i^easons, then, the temperature riseis, 
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The temperature of the platinum wire is of course by no 
means a measure of the amount of heat it is giving off. The 
cooling effects of the medium, even of gaseous media, is 
variable; and the greater the cooling effect, the less on the 
one hand is the resistance, and the greater on the other is 
the current strength. The heat developed can best, in 
comparative experiments of this kind, be deduced from the 
current strength as shown by the chemical work done in 
the Voltameter. Thus, if a Voltameter and a resistance 
wire both form parts of the circuit of a battery, the wire 
may be surrounded by different gases which will have dif- 
fei4t cooling effects on the wire, and exhibit different current 
quantities in the product of the Voltameter. Thus, if in a 
given time 77 cubic centimetei's of detonating gas are formed, 
when the resistance wire is surrounded by hydrogen, only 65 
are given off when oxygen is used, 64 with nitrogen, and 63 
with air. If the air surrounding a wire which is just begin- 
ning to glow be rarefied, the wire glows brightly. Its heat 
can no longer be carried off by convection and conduction, 
but escapes by radiation alone. 

306. The heat developed in liquid conductors also follows 
Joule's law. The conduction of electricity through liquids 
which are not metals, is universally accompanied by electro- 
lysis, and the products of electrolysis, if gaseous, escape 
with a large quantity of the heat due to resistance, or the 
electrolytes in many cases react upon the liquid. It is in 
some cases possible after the passage of the current to find 
how much of such secondary action has taken place, and thus 
from data derived from independent experiment to make 
proper correction on the observed heat liberation. But it is 
most satisfactory so to arrange the experiment that after its 
conclusion no new bodies shall be present. If we take, for 
example, a solution of dilute sulphuric acid and electrolyse 
it between platinum electrodes, the central portion of the 
liquid will become the warmest, that around the O pole less 
warm, and that around the H pole least warm of all. This 
is owing to the carrying off of the heat by the gases. If, how- 
ever, we electrolyse sulphate of copper between copper poles, 
copper is deposited on one pole and dissolved from the other, 
and those tsDse place in exactly equal quantities. The effect 
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of all secondary change is therefore eliminated, and the heat 
quantity as derived from the rise in temperature, the mass 
and specific heat of the sulphate of copper solution is found 
to be proportional to the resistance and the square of the 
current strength. 

Since, then, the heat of the liquid conductor and the heat 
of the external conductor of a battery or cell both follow the 
same rules, the total heat of a battery varies as the total 
resistance multiplied by the square of the current or 

HcoS«RandsiiiceS=-5- 

R 

when E is the electro-motive force, 

andHcoES. 
If, therefore, the electro-motive force remains constant, the 
heat developed is proportional to the current. Now, if the 
electro-motive force is the same, the current is proportional 
to the quantity of chemical action which takes place in the 
battery; I.e., to the amount of zinc dissolved. Accordingly, 
for the same electro-motive force, the heat developed in the 
whole circuit is proportional to the amount of zinc dissolved. 
This may be experimentally proved by connecting a pure 
zinc and platinum plate by means of a platinum wire under 
water containing sulphuric acid. After a fixed time the 
temperature of the whole is found to be raised to an amount 
proportional to the weight of the zinc dissolved. Experiment 
further shows that the quantity of heat thus developed 
throughout the circuit, when the zinc of a couple dissolves, is 
exactly the same as the heat which would be developed if the 
same quantity of zinc dissolved in the acid alone. The effect 
of the galvanic coupling is accordingly neither to increase oi 
diminish the quantity of heat set free on the solution of the 
zinc, but to distribute that heat throughout a conductor of 
unlimited length. 

307. Thermo-electricity. — Currents caused by heat If 

we fasten, by means of wires of any kind, a copper wire to 

one galvanometer pole, and an iron wire to the other, and 

bringing the two into contact with one another gently heat 

9 T 
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the place where they touch, the needle of the galvanometer 
turns and shows that a current passes through the point of 
contact from the copper to the iron. If we drop a little ether 
on the place of contact so as, by evaporation, to cool it, a 
current passes round the galvanometer in the opposite direc- 
tion, that is, through the point of contact from the iron to 
the copper. On the further study of this fundamental ex- 
periment, it is found that whenever two pieces of unlike 
metal are heated together, and the parts not heated are 
joined, a current passes through the whole circuit. The 
direction which this current takes is always reversed if, in- 
stead of being heated, the place of contact of the two is 

cooled. Yet, owing 
to the very great influ- 
ence which impurities 
in the metals exercise 
and the effect of in- 
ternal strain in them, 
th^ position of the 
metals in the order of 
Fig. 261. thermo-electric ten- 

sion is rather uncertain in several instances. In the following 
table the metals are arranged in such an order, that on heating 
the point of contact of any pair, the current passes through 
the point of contact from the one above to the one below. 
Fig. 261. 




1. Bismuth. 

2. Nickel 

3. Cobalt. 

4. Palladium. 

5. Platinum (1). 

6. Uranium. 

7. Copper. 

8. Manganese. 

9. Titanium. 

10. Mercury. 

11. Lead. 

12. Tin. 

13. Platinum (2). 

14. Chromium. 



15. Molybdenum. 

16. Rhodium. 

17. Iridium. 

18. Gold. 

19. Silver. 

20. Zinc. 

21. Tungsten. 

22. Platinum (3). 

23. Cadmium. 

24. Steel. 

25. Iron. 

26. Arsenic. 

27. Antimony. 

28. Tellurium. 



It is usual to consider the bismuth the most + and the tel- 
lurium the most - metal of such a list, so that when the 
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joint of the two is beated, the bismuth becomea the - 
and the teilurium the + . Compare figs. 262. 



jr\^ 



'•a.-*u 



pole 



Fig. 262. 

The condition of aggregation in affecting the position of a 
metal on the list, is seen in the case of platinum, 'wbei'e the 
varieties of platinum are cast, rolled, and drawn respectively. 
The mixtm'e or alloys of the above metala by no means 
occupy places intermediate between those of their constitu- 
ents; on the contrary, a mixture of 12 of bismuth and 1 of 
tin by weight, is below antimony on the scale. The lowest 
on the scale of all mixtures of bismuth and tin is the one 
consisting of nearly 15 of bismuth to 1 of tin. A greater 
proportion of bismuth brings the alloy towards bismuth. 
Bismuth and zinc alloys are all situated between bismuth 
and zinc. Zinc and till are all between zjac and tin. Zinc 
and mercury are all between the two constituent metals. 
Bismuth and lead, tin and lead, antimony and bismuth, 
antimony and zinc have all special ratios with which the 
thermo'tension of one of the constituents is exceeded, l^iese 
ratios are generally distinct atomic ratios, 

808. Concerning the strength of such thermo-electric cur- 
rents, several determinations have been made. The electro- 
motive force of various couples, when their ends are kept at 
a fixed difference of temperature, have been compared with 
the electro-motive forces of various galvanic couples. A 
bismuth-copper couple having a difference of temperature of 
lOO'C, has the electro-motive force equal to 0-015 of a 
Daniell's cell. A copper-German sUver couple of lOCC, 
temperature difference, has an electro-motive force of 0-00011 
of a Danieit; an iron-German silver couple has, with a differ- 
ence of 15°, an electro-motive force of 000015 of a Saaiell. 
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For one and the same couple, the electro-motive force is 
found within certain limits to be directly proportional to the 
temperature difference. The limits of temperature within 
which this is true is different for different couples. With a 
platinum and palladium couple the regularity holds good 
from to 350°C. In almost all other cases the electro-motive 
force diminishes for the same temperature difference as the 
temperature rises. 

In very many cases this diminution of the effect at in- 
creased temperatures results in its extinction at a certain 
temperature, and a reversal at higher ones. The experiments 
in this direction are not in good accord with one another. 
A zinc-silver element, of which one end is held at 0°, de- 
velops the strongest current when the other end is at 120°C., 
at higher temperatures it diminishes imtil at 225°C. it becomes 
nothing; at higher temperatures the current passes the other 
way. With zinc-gold the maximum is at 70°, the zero at 
150°. In another series of experiments, the following results 
were obtained : — 



Conple. 



Zinc-iron, ... 
Tin-iron, .... 
Copper-iron, 
Silver-iron, . 
Gold-iron,... 

Brass, 

Lead-iron, .. 
Zinc-silver, . 
Zinc-copper, 
Gold-brass, . 



Maximum. 



1430 
167*» 
169«> 
184«> 
1950 
206«> 
235« 



Beversal. 



252 

■ • • 

270 
295 



155 
171 
224 



809. The Thermopile. — Small as is the electro-motive 
force of a thermo-couple, its constancy when the temperature 
difference is the same, and each temperature is the same, 
makes it a valuable instrument for confirming electro- 
dynamic laws ; and, in the form of a battery or pile, it 
becomes, connected with the astatic galvanometer, a sensitive 
thern^ojwopft an4 tb^rmqwoter. If a series of bars of bis- 
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mutli and antimony are soldered together at alternate ends, 
as in fig. 263, and the terminal bismuth connected with the 
terminal antimony, 
the current will pasa 
in the direction of tha 
arrows when the lower 
half is warmer than 
the upper. The electro- 
motive foi'ces at the 
several junctures are 
additive like those of 
a battery linked tan- 
dem. The form of fig. 
264 is that generally 
given to the thermo- 
pile. Sqnare bars of 
bismuth and antimony 
are arranged side by Fig. 26a 

side, so tl^t their faces are situated like the black and whitd 
squares on a cheas-board. The alternate ones at both enda 
are soldered together as la fig. 264. The terminals are 
brought down to binding screws 
on the stand, and the faces of the 
pile are provided, for radiant heat 
experiments, with reflecting hoods. 
Such a thermopile, joined to an 
astatic galvanometer, shows the 
slightest difference of temperature 
at its two faces. Even the heat 
of the human body at several 
yards distance will be indicated. 
Used as a thermometer, a constant 
source of heat is placed at a known 
distance from one face ; and the 
source of heat which ia being tested Fig. 2G4 

is placed at such a distance from the other face that the 
needle is at rest. The intensities of the known and unknown 
sources are then inversely as the squares of their distances 
from the respective faces of the pile. 

310. In ^e above pile it was mentioned that the burs 
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Fig. 265. 



were soldered together. Here vre have, therefore, a contact, 
not between bismuth and antimony, but between bismuth 
and solder, and solder and antimony. It is found experi- 
mentally that when any number of metals are joined together 
in sequence, and the whole of the joints be equally heated or 
cooled, no current will pass. Thus, let the copper wire, 
£g. 265, which encircles the galvanometer, be joined to zinc, 

iron, tin, and silver in suc- 
cession, which last is joined 
to the copper. If all joints 
are heated equally no cur- 
rent passes. Now, we know 
that, on heating the CuZn 
joint, a current passes 
through this joint from Cu 
to Zn. Accordingly, this 
current must be neutral- 
ised by the joint action of 
the CuAg, the AgSn, the SnPe, and the FeZn. If the joint, 
CuZn, is heated and all the rest are cooled, just the same 
current passes as when CuZn is heated, and the other Cu 
being brought to the other end of Zn, the junction there is 
cooled. 

The thermo-current is excited not only between unlike 
metals, but also between parts of the same metal at different 
temperatures. In this respect silver, copper, and tin are 
differently circumstanced from almost all other metals. For 
if silver, copper, or tin, at 100° C. be laid upon the same 
metals at 8°, a current passes in each case from the cold to 
the hot metal. With zinc, platinum, gold, cadmium, and 
brass the current passes from the hotter to the colder metal. 
The same is true with silver if the temperature difference be 
greater — ^namely, if the hot metal be 250° and the cold 8° C. 
With mercury no current passes under any circumstances. 
The direction of the current seems, however, to be consider- 
ably influenced by the purity of the surface. Speaking 
generally, we may say that, with pure surfaces, the current 
generally passes from the warm to the cold; with oxidised or 
carbonised surfaces the direction is often, though not always, 
reversed. 



THERMO-ELECTBICITr. 295 

Between metals of tlie same chemical nature, but of dif- 
ferent degrees of hardness, currents also pass when the point 
of discontinuity is heated. With steel hardened by quick 
cooling, the current passes through the heated joint from the 
hardened to the unhardened. With brass the current passes 
in the opposite du-ection. 




Fig. 26e. 

If a part of a thin platinum wire be tangled together into 
a manifold knot, and the wire near one side of the tangle be 
heated, a current passes towards the tangle, and this however 
thoroughly the wire is annealed. 

311. Thermo-currents with Liqnids. — The examination 
of thermo-currents between liquids is attended with some 
experimental difficulty and uncertainty. The most trust- 
worthy experiments have been made in an apparatus shown 
in fig. 267. A cylindrical wooden vessel, V, carries below 
two tubes, which are closed at the bottom by two caps of the 
same metal. The two tubes are partially filled with the 
same liquid, Lg, and some lighter liquid, L^, fills the remain- 
der of the tubes and part of the vessel, Y. Around the 
junction of the liquids in one of the tubes is a metal casing, 
through which steam can circulate. The moment it does so, 
the galvanometer, G, which is connected with the metal 
caps, is deflected. To avoid currents, caused by heating the 
liquid in contact with the caps, the ends of the tubes are 
immersed in cold water. It is found that the electro-motive 
force is nearly proportional to the temperature difierence of 
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the two surfaces of contact Further, that if L^ be the same 
as Lg, only more dilute, the current passes always from the 
weaker to the stronger solution; and the greater the difference 

of strength, the greater is 
the electro - motive force. 
V When solutions are used of 
different metals of the same 
•jstrength, that is, contain- 
ing in the same volumes 
quantities of metals in the 
ratio of their equivalents, it 
appears that the order of 
tension of the solutions is 
the same as that of the 
metals themselves. 

312. Heating and Cool- 
ing of Joints by the Cur- 
rent. — We have seen that, 
when the juncture between 
o bismuth and antimony is 

Fig. 267. heated, the other and cooler 

ends being connected, a current passes through the joint from 
bismuth to antimony (1). It almost follows, as a matter of 
course, that if (2) a current is sent from a battery through the 
joint in the same direction, the joint will be cooled; for if the 
supply of heat to the joint sends the current in one direction, 
the motion of the current in that direction demands heat at 
the joint. This demand for heat is exhibited by the coldness 
of the joint. In the same way, since the withdi-awal of 
heat from the joint, the cooling of the joint sends a current 
through it from the antimony to the bismuth, a current (3) 
from the antimony to the bismuth through the joint will 
throw out heat from the joint. The joint gets warm. The 
experiment can be easily shown by sending a current, as in 
(3), from a single cell from the bismuth to the antimony, 
and then disconnecting quickly from the cell, and connecting 
with a galvanometer. The motion of the needle shows that 
the joint is hot. The faces of two thermopiles pressed 
together, but separated by a film of collodion, may be con- 
veniently used for such experiments. The one pile is con- 
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nected with a galvanometer, the other with a rheotrope 
connected with a cell. A little hole being bored in the joint 
of a single BiSb couple, and filled with water, the latter may 
be frozen when the current passes from the bismuth to the 
antimony. It has been proved experimentally that the heat- 
ing and cooling effects are directly proportional to the current 
strengths. The above-described effect is known as the Peltier 
effect; it can scarcely be said to have been extended to liquid 
couples. 




^%\,^ "" /^i|i|i"' 





Cold Hot 

Kg. 268. 

813. Effect of Light on Resistance. — There is at present 
only one satisfactorily established case in which light afiecbs 
conductivity. A bar of crystallised selenium and a reflecting 
galvanometer of great resistance being introduced into a 
circuit of two DanielFs cells, bring the spot of light to a 
point, which may be considered as zero, when the selenium 
is in the dark. On exposure to difiused daylight or to arti- 
ficial bright light, the resistance of the selenium is instantly 
diminished. On darkening, the resistance is re-established. 
If the bar of selenium be passed, while connected with the 
galvanometer, through the solar spectrum, its resistance is 
found to be most diminished at and beyond the red end of 
the spectrum, and the resistance is diminished most in those 
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parts of the spectrum where the heat is greatest. The sel- 
enimn, however, does not become sensibly warmer; and the 
slight increase of temperature it suffers, if supplied from a 
source of invisible heat, is not sufficient to produce the whole 
effect. It must be remembered, however, that the resistance of 
selenium diminishes with heat to 217^ C., when the selenium 
melts, and the resistance suddenly and greatly increases. 
S14. Light caused by Besistance — ^Electric Light. — ^The 

heat being proportional to the resistance of a conductor, it 
follows that, when a metallic conductor is made very thin, 
and at the same time the electro-motive force is so increased 
that the current strength remains unchanged, the heat is 
accompanied by light, and the wire becomes incandescent. 
This intense heat, under these circumstances, may result in 
the fusion of the wire and rupture of the circuit. On bring- 
ing the metallic terminals near to one another, it is found 
that they may be brought to within jxrW ^^ ^^ ^^^ ^^ ^^^ 
another, when the battery consists of 50 or 60 Grove's, with- 
out the slightest spark passing,' or any indication of the pas- 
sage of a current. On bringing the poles together, and 
again separating them by a very small interval; the act of 
separation is accompanied by a spark, due in the first place 
to the extra current, which partakes of the nature of fric- 
tional electricity. This spark, by vapourising a portion of 
the metallic poles, furnishes a vapour bridge with which the 
current passes. The + pole especially becomes heated; it 
melts and volatilises, and is carried with the current across 
between the poles, forming a bridge of incandescent metallic 
vapour, called an electric arch or arc. It seems, on the 
whole, that light cannot exist without matter. What wo 
see is not electricity, but electrically incandescent matter. 
Further, the term incandescent must not be understood to 
be restricted to the exaltation of heat, but we must suppose 
that the molecular excitement called light may be produced 
by the direct action of electricity, without the intervention 
of heat. In the electric • arc, however, heat precedes and 
accompanies light, for the origin is resistance. That matter 
is essential to the passage of the current appears from the 
fact that no current and no spark Will pass through the most 
perfect vacuum. 
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815. The luminosity of the electric arc, when it takes place 
in air, is often increased by the combustion of the poles. 
Iron, lead, copper, etc., bum at the high temper- 
ature. Platiaum, silver, etc., merely glow. The 
easy volatility of mercury permits that body to 
be used as the + pole as an abundant source of 
light. The most convenient substance is the 
dense form of carbon offered by coke. Thin 
pencils of this are fastened to the poles of a 
battery of about 40 Grove's cells. On being 
brought together and separated, a light of in- 
tolerable brightness results. Particles of carbon fgifi^ 
are torn off the + or platinum pole, and carried ( mM\ 
across the .space in a state of intense incandes- 
ence. Some of them reach the — pole unbumt, 
but most bum, and so augment the heat and 
light The + pole intumesces and softens; at 
its end a cup-like cavity is formed owing to the 
loss of carbon. The - pole becomes pointed, 
owing partly to the deposition on it of unbumt 
carbon, partly to its burning away. Beads of 
fused silicates and carbonates appear on the hot 
poles, and the coke itself is found to have been Fig- 269. 
converted at the ends into graphite. 

Analysed by the prism pf the spectroscope, the spectrum 
is found to be continuous, showing that the light is mainly 
derived from solid matter; or, at least, that there is not suffi- 
cient gaseous matter to effect absoorption of any of the rays. 
Metals placed in the cup of the + pole melt and volatilise, 
and give rise to characteristically banded spectra overlying 
the continuous spectrum of the carbon. The metallic arc 
acts towards a magnet as a current-bearing wire or spark 
discharge. It Is pushed on one side by a magnetic pole, and 
may by such means be pushed out. 

316. In vacuo the carbon points do not wear away by 
oxidation, and the gain of the - being about equal to the 
loss of the + , the poles remain for a long time at the same 
distance apart. Brought together under water, and again 
separated a short distance, the light is accompanied by the 
decomposition of the water, carbonic acid and carbonic oxide 
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being formed. Brought together under bisulphide of carbon, 
a permanent gas is evolved, which can scarcely be anything 
but CS. The production of this gas does not depend upon 
the chemical nature of the pole, for it is also evolved when 
they are of platinum. Carbon poles brought together in an 
atmosphere of hydrogen, and separated so as to allow the arc 
to be formed, cause the hydrogen to unite with the carbon 
and form acetylene. 

To ensure constancy of light when the carbon points are 
in air, and also constancy of position of the light, the points 
are moved towaixis one another by clockwork, in such a 
manner that the + moves faster than the — , to such an 
amount as to compensate for their imequal wearing away. 
The description of the very ingenious but rather complicated 
mechanical contrivances for effecting this purpose belongs 
rather to the science of mechanism. 

S17. Connection of Heat with Current Direction. — ^In 

Art. 90, et seq., we considered the relation of heat to electri- 
cal discharge. It appeared, briefly, that a body rising in 
temperature lost its power of receiving or retaining + elec- 
tricity before losing the power of receiving or retaining — 
electricity. Accordingly, we may roundly say that heat 
moves with + electricity. Further, when matter moves, 
heat moves, and therefore there is a tendency for matter and 
+ electricity to move together. A few considerations in this 
direction may close this chapter. If a part of a platinum 
wire be heated red hot, and then connected with a battery, 
the hob part is seen to travel with the current. The motion 
of the + thermo-current, from the straight to the tangled 
part of a platinum wire, is probably due to the more rapid 
travelling of heat in the direction of the tangle, in consequence 
of the more rapid cooling there. The asseiiiion must not be 
neglected, however, that when heat is carried along by a 
current, in copper the + cuirent bears along the heat; in 
iron the heat travels against the current. In most cases, 
when two unequally heated pieces of the same metal are 
pressed together, the cun*ent travels with the heat from the 
hotter to the cooler metal. This is also the case when heat 
travels from a hot metal to a cold liquid. Inversely, if a 
wire between mercury cups becomes incandescent by reason 
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of a current througli it, the mercury nearest the zinc-battery 
poles becomes the hottest, showing that the heat has been 
carried with the current. When electrolysis takes place 
(Art. 189, et seq.) through a porous diaphragm, or through 
a siphon, there is an accumulation of the undecomposed 
electrolyte as well as of the electro-positive constituent around 
the - pole. Even when mixture or diffusion takes place, 
there is a current passing in the direction in which the matter 
mainly moves. When zinc dissolves in an acid, the balance 
of motion of heat is certainly away from the metal, that is, 
in the direction of the + current. It is not easy to reconcile 
the direction of heat motion with the direction of the current 
in the case of thermo-currents, in accordance with the known 
thermo-conductivity and specific heats of the metals. We 
cannot, at present, say that the direction of the current is 
determined by the direction of the maximum flow of heat. 



CHAPTER XI. 



818. Om Battery.— In Art. 157, it was ehown bow tLo 
oxygen and hydrc^n OTolved during electrolyBia strove to 
reverbe the current ty reason of 
their polarity. It is indeed pos- 
eible to construct a battery whose 
action depends upon tbe polarity 
of electrolytically evolved gasea. 
Further, if metals are used in con- 
tact vith the gases which, like 
platinum, have die power of con- 
densing the gases, it is not neces- 
sary for the latter to have been 
evolved electrolytically. A single 
cell of this description is shown in 
fig. 270. Two tubes, H and 0, 
containing respectively hydrogea 
and oxygen, are inserted into a 
vessel Y containing sulphuric acid. 
Through the tubes are fused plati- 
num wires, terminating above in 
mercury cups, below in plates 
of platinised platinum I'eaching 
nearly to the bottom of the tubes. 
On joining the cups by means of 
a wii* connected with a galvano- 
neter, a current is found to pass 
round tbe circuit &om O to H, 
Pig. 270. through the galvanometer, or from 

H to through the liq»iid. Both gases gradually disappear 
forming ultimately water. The platinum surface covered 
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widi hydrogen, acts as a zinc plate to the platinum plate 
covered with oxygen, which takes the part of the carbon, 
copper, or platinum of a single liquid cell. The effect is 
greater if, instead of chemically prepared gases, we make the 
tubes themselves the seat of electrolysis, and fill them with 
their respective gases by that means. We have then the 
gases in their most active condition (comp. Art. 157). 

319. Electricity Affects the Senses. — ^The passage through 
the body of a discharge from a Leyden jar, is accompanied 
by muscular contraction and a nervous excitement or shock, 
which, however violent and unpleasant, can scarcely be called 
pain, but which more resembles a nervous start. Since we 
know that there must be continuity of motor nerve fibre 
from the seat of the will to the muscle for voluntary motion 
to be possible, it is plausible to suppose that the electricity 
acts upon the muscle by means of the nerves, and even that 
both the will force in motion and the sense force in motion 
are not other than electrical currents or signals sent to and 
from the head office. Many as have been the attempts to 
establish this theory, it must be at present admitted that 
there is absolutely no evidence to show that that which the 
nerves convey is electricity; and this although electricity 
can be detected both in the nerves and muscles, and although, 
indeed, it must be generated by the chemical changes at work 
throughout the body. 

On moistening the hands, and laying hold of the ter- 
minals of a zinc-platinum battery of twenty cells, a slight 
shock is felt. If such an arrangement is made that the 
moisture of the hands is not electrolysed — and this may be 
done by plunging the electrodes into two cups of acidulated 
water into which the hands are then dipped — ^no sensation is 
felt during the continuation of the current; but a rather 
more powerful shock is felt when one of the hands is* with- 
drawn. It is supposed from this that what is felt is the 
momentary induced current in the body, or what has been 
described in Art. 280 as the extra current. It will be re- 
membered that the extra current, like all currents induced 
by make or break, is only of momentary duration; and since 
a large quantity has to pass in a small time, it acquires, as 
in the medical and Buhmkorff s coil, a high tension, and is 
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eonveried into frictional electricity. The physiological effect 
of muscular contraction, and the accompanying nervous com* 
motion, depend for their amount not upon the quantity of 
electricity which passes through the muscle in a given time, 
but upon the amount of variation in current quantity in a 
given time. And this amount of variation depends both 
upon the rate of variation and the degree of each variation. 
Accordingly (Art. 297), the effect of a medical coil is increased 
by increasing the rate of make and break of the primary, 
and also, this being constant, by pushing the secondary further 
over the primary and magnet. It appears, then, that a gal- 
vanic current of imiform strength is almost without muscular 
effect; and that it is only when started, strengthened, weak- 
ened, or stopped that such effect follows; in other words, 
that galvanic electricity only has this effect as it gives rise 
to electricity of higher tension. Hence the incomparably 
stronger effects of the discharge from a jar. 

S20. Effect on Taste, Sight, and Hearing.— When two 

dissimilar metals, such as zinc and silver, are placed on oppo- 
site sides of the tongue, and then brought into contact, a 
flash of light is seen and a strong metallic taste is experienced. 
One naturally would attribute the metallic taste to the in- 
evitable solution of the more electro-positive of the metals, 
under these circumstances, were it not that the metals ai*e 
only in contact with the tip of the tongue, which is insensible 
to metallic tastes. Further, Dr. Stone has pointed out that, 
if wet sponges attached to the poles of a thirty cell platino- 
zinc battery be placed, one at the nape of the neck, and the 
other on the forehead, a metallic taste is instantly recognised. 
Some describe this taste as resembling soda water. We must 
admit, then, that the agitation of the nerves of the tongue or 
palate, by the establishment of a current through the head, 
gives rise to this sensation. But why it should be this par- 
ticular taste, rather than sweet or bitter, is quite obscure. 
The application of the terminals as above, is also accompanied 
by a momentary but intolerable blaze of light. Placed in 
the ears, the terminals of the battery of thirty cells give 
rise to a continuous sound. As there is no excessive sound 
either on closing or opening the circuit, it is not impossible 
that this sound is connected with a process of electrolysis, 
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which indeed it suggests. The sense of smell seems never 
to be awakened. 

821. Although, as above stated, there is no proof that 
nerve-force is electricity, and although nerve fibre conducts 
neither sensibly better or worse than muscular fibre or other 
tissues, and although there is no provision for the electric 
isolation of the nerves, yet the nerves receive and distribute 
electric excitement to the muscles; or, to speak more 
cautiously, they receive electric excitement, and transmit 
their own force to the muscles. Further, there appears to 
be a greater potential in the muscles than in the nerves, or, 
what comes practically to the same, in the extremities than 
in the brain. Thus, if the nerve of a frog's leg be laid bare 
from the knee to the thigh socket, we find that it is at once 
an electrogen and an electroscope. If the toes are wrapped 
round with a platinum wire connected with one terminal of 
a delicate galvanometer, and the nerve is fastened to another 
wire connected with the other terminal, the needle is strongly 
deflected, and shows a current passing from the muscle to 
the nerve (from the toes towards the head). This current is 
permanent for many hours after death. The same direction 
of current, with greater energy, is observed if the same con- 
nection is made with the toes and nerves of the living animal, 
which is then induced to contract its muscles. Inversely, 
platinum wires being fastened to the toes and nerve, the 
slightest electrical current sent through causes muscular 
spasmodic contraction of the muscles. The exhibition of 
the prevailing electric tension does not requii-e the isolation 
of the nerves. It is found that if a skinned frog have ite 
legs placed in one cup and its head in another, a current 
passes from the former to the latter when they are connected. 
Further, if the nerves of a frog's leg be removed as completely 
as possible, and the leg be bent at the knee so that the toes 
are in one cup and the thigh in another, a current will pass 
from the first to the last when they are connected. 

Experiments in this direction are attended by very many 
sources of error. To get rid of one of them, namely, that 
arising from the possible generation of a current through the 
contact of metals with dissimilar organic liquids, the parts 
of the animal under experiment are sometimes laid upon 
9 u 
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many folds of bibiilous paper, soaked in acid or brine; said, 
to avoid chemical I'eaction between the liquid in the animal 
and that of the paper, moist membranes are inte|;posed. Very- 
many of the results obtained are delusive, on account of the 
inevitable osmose and consequent current. 

322. The only conclusive instances of electricity entering 
as an essential into the animal economy appear to be those 
offered by certain species of ray and eel. The torpedo or 
electric ^y is fui4hed with many liiindi«d po^onal 
columns of cartilaginous walls; these are placed side by side 
like basaltic columns. Each column consists of parallel 
plates of cartilage, whose planes are perpendicular to the 
axis of the column. The plates are separated from one 
another by mucilage. This columnar mass reaches from the 
back to the front of the fish around the edge, and is singu- 
larly suggestive of a collection of Voltaic piles. If the belly 
of the fish be placed on a sheet of metal which is touched by 
one hand, while the back of the fish is touched by the other, 
a shock is felt, due to an electric discharge from the back, 
through the experimenter, to the belly. Owing to the con- 
ductivity of salt water the ray can, by its electric discharge, 
benumb fishes at its side. Possibly, the chief use of the 
electric organ may be as a means of defence from predatory 
fish. It is quite unknown how the electricity is accumu- 
lated, and how discharged. In the electric eel or gymnotus 
the columns are in the unusually long tail; they run paral- 
lel with the vertebral column; their plates are accordingly 
transverse to this column, and the polarity is from head to 
tail, the head being positive. 

823. The evidence to show that electricity plays an essen- 
tial part in vegetable life is very insufficient. Currents will 
indeed pass from one part of a fruit to another when it is 
pierced by the terminals of a galvanometer. Germination is 
also said to give rise to a current. But when we remember 
that capillary motion, osmose, and difference of composition 
of the vegetable juices in contact with the electrodes, are all 
competent to start currents, we must interpret such experi- 
ments with great caution. Certain plants have the power 
of closing their leaves when mechanically irritated, especially 
by nitrogenous bodi^p, Furnished -v^ith bristles, and capable 



EFFECT ON TASTE, SIGHT, AND HEARING. 307 

of excreting a clammy and acrid juice, the plant is enabled 
to entrap and digest insects. If two points of the back of 
the midriff of such a leaf are connected with a galvanometer, 
and the leaf is then irritated, a current is established through 
the galvanometer. This would seem to indicate that the 
motion of the leaf, like that of a muscle, is accompanied by 
electric discharge. It is possible, however, that the excre- 
tion which occurs when ihe leaf closes may act as a liquid 
element in a couple, and start the current. 

324. Although there is this somewhat intimate connection 
between nervous and electric excitement, it is noteworthy 
that the strongest current in a coil does not affect the thought 
when the coil is placed as a cap on the head. Nor does 
thought determine a current in a coil around l^e head. Some 
recent experiments are said to show that an electric current 
is determined between two points of the retina when one is 
illuminated and the other not. 



CHAPTER XII. 

ELECTRIC TELEGRAPH AND CHRONOSCOPK 

... 'J^ 
325. General. — ^Not long after the exceptional conduc- 

tinties of the metals were established, attempts were made 
to convey signals by charging one end of an isolated wire 
with frictional electricity, and diverging the gold leaves of 
an electroscope at the other. Under favourable atmospheric 
conditions it was found possible to convey a signal by this 
means through several miles. Such electricity requires, on 
account of its high tension, more perfect isolation than can 
be easily insured; and the action of the machines were too 
uncertain to allow the practical use of such a device. The 
second great step was the employment of Voltaic electricity. 
A magnetometer (see Art. 352), having a long enveloping 
wire, was set up at the receiving station. At the signalling 
station a current in a primary was made and broken. The 
insulated wires connected with the magnetohieter, and lead- 
ing thence to the signalling station, were arranged there so 
as to form a secondary. The magnetometer needle, carrying 
a reflector, was accordingly turned one way or the other at 
will, either by making, breaking, or reversing, the primary 
current. Next, though not in historical order, may be men- 
tioned the observation that, for a current to pass, it is not 
necessary for the circuit to be metallic throughout. The 
earth itself may be utilised in place of the retxu'n wire, pro- 
vided the wire-ends, where the return wire may be supposed 
to be cut off, are in good and ample connection with the 
earth. Next, the direct current was made to pass round one 
of a pair of vertically supported astatic needles at the receiv- 
ing station; the diiection of the cuiTent at the signalling 
station being reversible, the needle could be turned to the 
right or left at will, and the number and sequence of right 
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and left movements furnished a signalling code. Next may 
be mentioned the development of considerable mechanical 
force at the receiving station by sending the current through 
a coil of wire there surrounding a bar of soft iron. The 
BO-formed electro-magnet can, by its attraction, so move a 
style as to make a permanent mark on a uniformly-moving 
strip of paper. And this mark may be a dot or a line, 
according to the duration of the electro-magnetism, that is, 
at the will of the sender. By the combinations of these a 
code may be formed. The style may be replaced by a pencil, 
between which and the paper there is a chemical action. 
-Again, instead of a battery, the current may be generated 
from a permanent magnet, as in a magneto-electric machine. 
If the wire be isolated thoroughly it may pass for thousands 
of miles beneath the sea; and the same wire may be trans- 
mitting two signals at the same time. A cun-ent which, on 
arriving at a station, may reach it in such a state of exhaus- 
tion owing to the great resistance, as to be unable to do 
much work, may still be sufficiently strong to connect a 
battery at that station with the wire beyond, or with a 
printing machine. Such an auxiliary current is called a 
local current. 




Fig. 271. 
^ 326. The Needle Telegraph may be understood in prin- 
ciple from ^g. 271. Let A be the battery in the signalling 
station; its terminals are in connection with the rheotrope 
(Art. 268). The other connections of the rheotrope are one of 
them fastened to a large cast-iron plate E, sunk in the earth; 
the other is connected with the air-wire W, which is hung 
from the telegraph poles G, G, by means of porcelain eyes, 
or hooks fastened in inverted earthenware cups. The wire 
reaches the receiving station 6^ and there passes round the 
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hmdermoat needle of an astatic pair, afl«r wliich it reaches 
the earth through a plate D, eimilar to E. C may be bo 
turned as to shut off all current, or the + pole, or the - pole 
may be connected with W. The needle at B turns accord- 
ingly. It is prevented from turning too far by a stop. It 
is sometime st&ted that the current actiully returns from 
D to K No doubt, for the -f current to pass, say from A 
to B, + electricity must leave D, and + must reach the zinc 
through E. But it is both unnecessary and nnreoRonable to 
suppose that it is the same which enters E as left D. Com- 
pare the circulation of the electricity with that of water in 
a pipe connecting two parte of a marsh, and forced to move 
by a pump at one end. It remains full by the indrought at 
one end, and the escape at the other. Work, say of a water- 
wheel, can be dona at the end B, as effectively as though the 
water passed through a return-pipe from D to E, provided 
there is a free escape at D, and a &ee ingress at £. 




Pig. 272. 
337. The Printing Telegrapli is shown in the sketch, 
fig. 272, which represents the arrangement at the receiving 
Station. W is the isolated air-wire. This passes round the 
soft iron core I, and thence to earth at D. Immediately 
above I is a bent lever, 0, L, N, M, C, of which the fulcrum 
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is at L. At N is a spring, the other end of which is fas- 
tened to a screw through the pillar P. At M is a mass of 
soft iron. Through O passes the adjustable pencil K. 
Above its point is a little drum or reel A, which revolves by 
clock-work not shown, and which carries with it a paper 
tape B, which receives the message. Connection being made 
at the signalling station, I becomes an electro-magnet, M is 
pulled down, the spring, S, being stretched. The lever turn- 
ing around L raises the pencil K, which marks the moving 
paper, if the current be continued, in a line; if it be momen- 
tary, in a dot. For, on breaking the current, the spring S 
pulls N towards P, and so pulls the pencil away from the 
paper. To prevent the pencil pressing too hard upon the 
paper, the end C is so adjusted that it touches P before M 
touches I, and before the pencil or style can get too close to 
the reel. The style, instead of marking the paper, is some- 
times made to press the paper upon a little drum, the surface 
of which is covered with printer's ink. The sending and re- 
ceiving arrangements are shown in fig. 273 (Muller Pouillet). 




Fig. 273. 

The right hand station is supposed to be sending a message to 
the left. The handle Oj being depressed puts P^^ in connec- 
tion with W, and so sends a + current to the left. Positive 
electricity enters b from the earth, and satisfies the Zn pole, 
after circulating around the electro-magnet Mj. On reach- 
ing the left station it passes in the position in which ag is, 
through Mg to the earth. None of it goes to Zug, for that 
circuit is not closed. M^ and Mn are made simultaneously 
into electro-magnets. If Oj be raised and csg depressed, a + 
current is sent in the opposite direction. It is usual for a^ 
and ^2 to be kept raised by springs when they are not de- 
pressed by the hand in signalling. Instead of marking or 
punching holes in the paper a bell may be rung] and, indeed, 
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this is generally the first signal sent to arrest the attention 
of the recipient. Only the electro-magnets of the printing 
appliances are shown in &g. 273. 

328 Belays. — The action of these may be understood 
from ^g. 27 i. Suppose the + current reaches the station 
through the wire A. Instead of employing it to work the 
printing apparatus directly, it passes round the electro- 
magnet, which pulls down the mass M, turning the lever 
N, O, M, about O, and thrusting B forward till it touches 
C. The wire C is wrapped round the electro-magnet LI, 
after passing through the local battery LB. 




Fig. 274. 

A, B, The line wire, which, passing round the relay maget, goes on 
to next station or to earth without further connection with the 
local apparatus. 

R, The relay. 

L, I, The local indicator (Morse needle, etc.) 

L, B, The local battery. 

329." Submarine Telegraphs. — For telegraph wires which 

have only to pass for short distances under the earth, as in 
towns, the copper wires are usually covered with a sheathing 
of india-rubber or gutta-percha, or some mixture of these 
with resin, marine glue, or silica, supported by a wob of 
calico. When more perfect isolation, great strength, and 
density approaching to that of water are required, as in 
long submarine cables, the bundle of copper wires, which act 
as one wire to convey the current, are seven in number. 
They are embedded in purified gutta-percha. This is again 
covered with jute, and finally it is protected by stout hemp, 
covered iron, or steel wires being wound upon it. Scarcely 
any two cables are alike, and it remains to be seen which 
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hag tte moBt perfect form. The great resistance offered by 
the enormous length of most submarine cables rendei-s it 
impossible to employ the cuirent 
for printing. A reflecting galvan- 
ometer is employed, such aa was 
described in Art. 276, and this 
may be astatic. The motion of 
the spot of light 13 read ofi', and | 
the same code is adopted as in 
the needle telegraph. The resist- 
ance of the core of the cable can 
be measured before it is immersed. 
The total want of insulation, leak- 
age, or the conduction of the in- ^'g- 275. 
Bulator, can be measured when the cable is in a tank of sea^ 
water, by finding what proportion of the current is lost. 

Supposing the insulation to be perfect, a long cable gives 
the means of showing certain electrical laws, such as — 

330. Indaotive Capacity. — The conditions of conversion 
of Voltaic into frictional electricity are partly fulfilled in a 
long, well insulated cable. If the wire of sucii a cable bo 
united to one pole of a battery, and the tank containing the 
cable be connected with the other pole or with the earth, a 
current of electricity enters the copper of the cable,' although 
it has no outlet. It comes to rest; it spreads itself on the 
surface of the copper, and fixes itself there. It summons 
electricity of the opposite kind from the earth and water; 
and this induced electricity gets as near to that of the wire 
as possible, the one on the inside, the other on the outside, 
of the dielectric tube of gutta-percha. The current is con- 
verted into frictional (the dynamic into static) electricity. 
This pouring in is shown by the deflexion of a galvanometer 
inteqjosed between the battery-pole and the wire. If the 
batt«ry be disconnected, and eartit connection made, tlie elec- 
tricity pours out again, and the galvanometer needle turns 
in the opposite direction. It enters as current electricity, 
exists as condensed or static electricity, and again leaves the 
wire as current electricity. The cable is, in short, a con- 
denser or Leyden jar. The quantity of electricity which 
can thus be made to enter a cable varies directly with the 
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electro-motive force of the battery; two tandem cells throw- 
ing in, under like conditions, twice as much as one, if the 
potential of the water is constant (say zero). This conden- 
sation only taking place by the condensation of the elec- 
tricity of the opposite kind, it follows that, when the di- 
electric is very thick, but little such condensation is possible 
through it. If it is very thin, and yet a perfect insulator, 
the condensation is at its greatest. In an air-line the thick- 
ness of the dielectric air is enormous, and condensation is 
insignificant. It is sensible in earth wires (inclosed in 
tubes) and in tunnels. For a given thickness of dielectric 
it varies with the surface of the wire, that is, with the 
length of the wire and with the square of its diameter. 
The relation between the effect of increased thickness of 
dielectric and increased surface is such that the quantity 
which enters a wire from a given battery would remain the 
same if the wire, with its covering, were simply magnified or 
proportionally increased in sectional dimensions, ^e quan- 
tity of electricity which can be thus thrown into a cable is 
called the inductive capacity or electro-static capacity. 

881. This accumulation of electricity in a wire, or what 
we may almost call absoi'ption of electricity, gives rise to a 
drag upon the current which passes through a cable thus 
saturated". When the current enters, its first act is to lay 
down condensed electricity on the inside of the dielectric 
The head of the advancing column of electricity reaches the 
end much weakened by this diminution. Only the later 
parts find this duty performed for them, and pass on undi- 
minished. The first part may never reach the end at all. 
Accordingly, the effect at the distant end resembles that of 
a wave of sensible length. The maximum effect is not 
brought about immediately. Hence some time must elapse 
, before a second signal is sent. This difficulty is overcome 
by the device of sending a negative into the wire imme- 
diately after the positiva The one wave does not overtake 
and destroy the other, but it sweeps the wire clean of residual 
positive. 

382. Velocity of Voltaic Electricity.— The velocity of a 

spark discharge, travelling through a copper wire 1'7 in. 
in thickness, was found to be (Art. 110) between one and 
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two hundred thousand miles in a second. The velocity of 
Yoltaic electricity is much less. The mean of a number of 
experiments, in which thick iron wire was used, showed a 
velocity of only seventeen thousand miles per second in an 
air line. In submarine cables, where inductive capacity is 
great, the rate is much slower. In the Atlantic cable two- 
tenths of a second elapse before any effect is produced (ten 
thousand miles a second). In one second about half the 
maximum is reached. Three seconds are required for the 
maximum effect to be produced. 




Kg. 276. 

833. The Electric Chronoscope. — Very short intervals of 
time can be measured by the establishment and cessation of 
the electric current. Thus, the time required for a cannon- 
ball to pass through a hundred yards, can be measured in a 
manner shown in £g. 276. It is at once seen that the 
current is broken during the flight of the ball from C (when 
it breaks the wu*e at the mouth of the cannon) to D, when 
it momentarily completes the circuit. M becomes an electro* 
magnet during that intervah It is easy, by means of a 
spring acting against the electro-magnet, to pull a keeper 
from it and to let a clock be in action as long as no current 
passes. 



BOOK III. 

MAGNETISM. 



CHAPTER I. 
LODESTONE— THEORIES— POLARITY— INDUCTION, 

334. We have had to examine many of the properties of 
magnets in considering electro-magnetism; for the study of 
the relation of a magnet to a current was necessary for the 
proper examination of the current. We have now to con- 
sider the properties of magnets apart from the origin of their 
magnetism. 

Lodestone. — ^The oxide of iron whose composition is Fe^ 
O4, and which may be regarded as a mixture of FeO with 
Fe203, is sometimes found in laminar masses which attract 
iron filings and cause them to adhere in tufts about the 
mineral, which attract and repel different parts of other 
masses of the same mineral, and which, when himg in flakes 
from slender threads in vertical planes, often adjust them- 
selves nearly north and south. Some specimens of the sul- 
phides of iron have been found to have the same properties 
in a lesser degree. If two such flakes, which point north 
and south, are so brought near to one another that the two 
ends which pointed to the north are near to one another, 
they are found to repel ; so are the two poles which point to 
the south; while the north-pointing pole of the one attracts 
and is attracted by the south-pointing pole of the other, and 
vice versd. We shall call the end or part of the lodestone 
which points to the N. the N.-seeking end, and suppose that 
it is endued with N.-seeking magnetism. The other is the 
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S. -seeking end, and is endued with S. -seeking magnetism. 
The like named magnetisms, or ends endowed with such^ 
repel one another; the unlike named attract 

If one-half of a small steel needle or other rod be rubbed 
with a N.-seeking part of a lodestone, and the needle be 
then hung about its centre of gravity, the rubbed end will 
point to me S., and this adjustment will be more forcible if 
the other end be rubbed with a S.-seeking part of the lode- 
stone. Each half of the needle acquires the opposite kind 
of magnetism to that with which it is rubbed. If one-half 
of a second needle be rubbed with the N. -seeking end of the 
first, and the other half with the S.-seeking end, the second 
needle will also point N. and S., and its N. -seeking end will 
be that which was rubbed with the S.-seeking end of the 
first needle. It follows that the two parts of two needles 
which have been rubbed together attract one another. The 
needles are said to have acquired magnetic polarity. If such 
magnetised needles or similarly magnetised bars of steel are 
sprinkled with iron filings, the latter collect in greatest 
abimdance very near the ends. The regions where such 
attraction is the greatest, are called the poles of the magnet. 

335. Names of Magnetic Poles and Polarity.— If a 

strong bar magnet be laid on 
the table with its N.-seeking 
end to the right, fig. 277, 

a magnetic needle supported . > ■■■ - jj^ - . . > ,~ r^ 

above this will place its own ^ ~~ ^^^-'-'^' ^ 

S.-seeking end above the N.- 
seeking end of the latter. If Fig. 277. 

now the fixed magnet is removed, the little magnet will set 
itself N. and S. If this be due, as it unquestionably is, to 
the fact that the earth itself is a magnet, the end of the 
little magnet which points N. must do so because its mag- 
netism is of the opposite kind to that about the geographical 
north pole. If we call the magnetism N. magnetism which 
resides in the N. -seeking end of the needle; then there must 
be S. magnetism at the N. pole. Or, if we choose to define 
the magnetism at the N. pole as N. magnetism, we must 
look upon the north pointing pole of a magnet as possessing S. 
magnetism. In the present treatise I have already adopted, 
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and shall use the term N. -seeking to denote the kind of magnet- 
ism in the end of the needle which points to the north, to 
distinguish it from the magnetism which resides at the N. 
pole, and which on that account it is difficult to get generally 
called S. magnetism, and I shall denote by N., as I have 
already done, that end of a magnet which points to the geo- 
graphical north. 

S86. Theories of Magnetism. — ^Before the near relation- 
ship between current electricity and magnetism was estab- 
lished, and Ampere's hypothesis entertained, two theories 
were much in vogue to explain magnetic polarity; and it 
is. for many reasons as well that they should be remembered. 
The one may be called the two-fluid theory, the other the 
molecular polar theory. In the first, a mass of iron or steel 
is supposed to ha,ve a certain amount of two magnetic fluids 
of unlike kinds, and always equal in quantity one to the 
other. In a magnetised lodestone or bar of steel these fluids 
are separated, but endeavouring to unite to form a neutral 
fluid. On magnetising a bar of steel by rubbing its two 
halves with the opposite poles of a magnet, the neutral fluid 
is decomposed, and its constituent fluids are accumulated in 
the halves which have been in contact with the xmlike poles 
of the exciting magnet. In the case of soft iron the two 
fluids unite immediately after the exciting magnet is with- 
drawn; in the case of steel there is a resistance to the 
separation of the fluids, and also a resistance to their reunion. 
This resistance is called the coercive force; and the name is 
used whatever theory of magnetism is adopted. In the 
molecular polarity theory each particle of the iron or steel is 
supposed to have a N. and a S. -seeking pole. In the ordi- 
nary state these particles are so arranged that there is a 
uniform distribution of molecular polarity throughout the 
mass. Or, what comes to the same thing, the particles are 
arranged in perfect confusion. The resulting polarity of the 
mass is then nothing. If, however, the particles, or some of 
them, can so turn round that the poles of like name are all 
in one direction, the whole mass will then have polarity. An 
illustration of this motion may be made by filling a narrow 
tube with steel filings and ma^etising it as one would a bar 
Qt steel It becomes^ as long as it is imdisturbed, a perma- 
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nent magnet. On shaking it up the polarity of the particles 
is mixed and the whole mass losses distinctive polarity. 

Agaiost this fluid theory the following experiment argues 
rather forcibly : — K a ribbon of hardened steel be magnetised 
80 as to become a permanent magnet, and then broken in the 
middle, each half is found to be a perfect permanent magnet 
not less strong than the original. Each half may again be 
broken in half, and so on, till the fragments are broader 
than they are long. All the fragments have their like poles 
in the same direction, fig. 278. It is difficult to conceive 




Fig. 278. 

two fluids so nimble in their motion, as to rush in both direc- 
tions across the line of fracture, and establish themselves on 
the opposite side of the crack. The theory of molecular 
polarity satisfies the experiment more satisfactorily; for, from 
fig. 279, it is seen that wherever the rupture between con- 
tiguous particles takes place, the exposed ends have always 
their proper polarity. Of course the same preservation of 
polarity holds good on the current theory of Ampere. 




Fig. 279. 

887. Polarity EssentiaL — ^Whatever theory is most accept- 
able, the fact remains that while with frictional electricity 
we can charge a whole body with say + electricity, or raise 
its potential above that of the earth, we can, under no cir- 
cumstances, give to a piece of steel or iron magnetism of 
exclusively one kind. If we rub a thin piece of steel 
from end to end with one pole, say the N.-seeking, of a 
magnet, whatever little magnetism it acquires will still be 
polar, that is, the end last touched will be left S. -seeking. 
If the two ends be rubbed simultaneously with (say) the 
S. -seeking poles of two equally strong magnets, we shall find 
that one S.-seeking pole is in the middle* And on breaking 
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the magnet there, we find we get two perfect magnets with 
polarity equal at the two ends, and the one equal to the 
other. In the same mass of steel there is always as much, 
and no more, N.-seeking polarity as of S. -seeking. This even 
extends to the magnetic shells^ which will be considered in 
Art. 340. 

S38. Induction. — Though there is this great distinction 
between high tension electricity and magnetism, there is a 
very perfect analogy as far as induction is concerned, espe- 
cially when, as is the case with soft iron, no permanent mag- 
netization ensues. If, fig. 280 (1), a piece of soft iron, Fe, 
is placed in the neighbourhood of the N.-seeking end, N, of 
a permanent magnet, the S.-seeking end of a needle, n s, will 
be attracted to the end of Fe, away from the magnet. This 









(2) 



Fig. 280. 

shows that the iron is temporarily polarised at a distance, in 
the same manner as the steel is permanently magnetised by 
contact. This action is closely pai^allel to that suffered by a 
conductor (2) isolated and exposed to the -h conductor of a 
machine. That the attraction of the needle is not through 
the iron towards the N. of the permanent magnet can be 
shown by an arrangement like that of ^g, 281. Here we 
have a flat bar of soft iron, Fe, hung in a stirrup above a 
permanent magnet, N S. It places itself exactly parallel to 
that magnet. If, now, the S.-seeking pole of another perma- 
nent magnet be brought near that end of the soft iron which 
is above the N.-seeking pole of the permanent magnet, repul- 
sion ensues, the slung bar swings away, the S" pole is then 



removed, and only brought back when the soft iron is just 
above the magnet, and moving away from the experimenter. 
By repeating this a few times the bar, Fe, can be turned so 




Fig 2S1 
as to Bwing through 45° The experiment of course, ahows 
that the magnetism induced in that end of F^, which is above 
the K.-seeking, is itself S.-seeking. A piece of soft iron, laid 
with one end on the end of a magnet, simply prolongs that 
end; and the same effect follows by induction when tiie two 
are only near to one another. The induced soft iron magnet 
can itself exert an inductive effect on a second piece of soft 
iron, BO that, from a powei-ful magnet^ a number of soft iron 
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Fig 282 Fig. 283. 

nails may be hung one from the other. The induction from 

a distance sometimes produces effects apparently anomalous. 

"" ■ ' '■ ■ ' ' 's'b© put in a oardlmrd tray, and 



Thus, if a soft iron bufiet n 
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placed over the end of a magnet, a mass of soft iron brought 
to touch the top of the bullet may be able to lift it (fig. 283). 
It seems as though the magnetism of the magnet had called 
into being a force greater than itself. This is not so; but 
the force which is developed, though less than the developing 
force, acts at a lesser distance, and, therefore, at a greater 
advantage. If the N.-seeking end of the magnet is used, the 
bullet B undergoes magnetic inductive analysis, as is shown 
in the figure. The soft iron, Fe, is also inductively mag- 
netised, its S. -seeking magnetism descending. This is assisted 
by the action of the n of the bullet upon Fa. The induced 
magnetism of £ and Fa attract one another with, it is true, 
less force than N would attract a if they were in contact, 
but with more forde than is exerted between them when 
separated by the cardboard. For a similar reason, by placing 
the one pole of one magnet beneath the opposite pole of 
another, more iron bullets can be attached to tiie latter than 
when this is not the case. It appears at once from the figure, 






Fig. 284. 
284, that, by placing the S. -seeking pole of a magnet beneath 
the lowest of the bullets hung from N (1), the analysis of 
their magnetism is confirmed and assisted. And although 
S tries to assist gravity and drag the lower bullets away, it 
acts more efiectively in binding them together, because the 
increased polarity it induces acts between the bullets at a 
very much less distance than that at which it itself acts 
directly. If the N.-seeking, instead of the S.-seeking pole of 
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the second magnet is brought beneath the lowest bullet, they 
all drop off. Or, if the S.-seeking eq^ually strong pole of the 
second magnet be placed upon the N.-seeking of the first as 
it ia supporting its greatest number of bullets, many of them 
fall ofi"; for the analysis of their magnetism ia partly reversed. 



), where a suspended iron 



This may be well shown 
bullet, 6, is attracted by 
a magnet, K S, from 
which it is separated by 
a glass sheet, G. It is 
palled out of the plumb, 
and rests against the 
glass. Another magnet, 
S' IT', brought along the 
first will release the ball 
b, by endeavouring to 
analyse its magnetism in 
an opposite sense. It 
cornea to the same thing 
if we suppose the two 
equally strong magnets 
to neutralise one an- 
other, so that no force is 

left for the bullet. In Fig. 2S5. 

fact, if any number of equally strong steel magnets, all hav- 
ing their !N. -seeking poles in one direction, be mixed with an 
equal number of equally strong magnets, having all their N.- 
seeking poles in the opposite dii-ection, we get a bundle in no 
way to be distinguished from a bundle of unmagnetised rods. 
S39. Kagnetization. — ^With thin strips of steel which 
require magnetization, it usually suffices to rub both sides of 
each half in succession upon the opposite poles of a perma- 
nent magnet But for magnets of considerable thickness, a 
more systematic method is preferable. The piece of steel to 
be magnetised is placed, Sg. 286, between the opposite poles, 
N and S, of the permanent magnets, E and K The perma- 
nent magnets, A and B, are then applied, as in the figure, 
and moved at the same rate, A towards C, and B towards D, 
A having its K. -seeking, and B its S,-fieeking end in contact 
with C D. After ten or twelve such strokes, the bar D is 
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turned over about its long axis, and the same process is 
repeated on the other side. For thicker rods or strips it is 
said to be preferable to separate the lower ends of A and 
B by a piece of wood, and to move them together to and fro 
as far as the ends of the rod. This process is also to be 
repeated on the other side. For many purposes it is advan- 
tageous to have the opposite poles of a magnet close to one 
another. The magnet is then bent round so as to form a 
horse-shoe shape, which is the most usual shape of the toy 
magnets, and often also of the most powerful electro-magnets. 




Fig. 286. 
To magnetise these, their ends are connected with a soft iron 
plate; and the ends of a similar horse-shoe magnet are 
dragged along the receptive one from the bend to the ends. 
Or the single pole of a bar magnet is rubbed round and 
round the horse-shoe and soft iron always in one direction. 

A piece of steel, which is allowed to cool from a red heat 
between magnetic poles, is found to be very uniformly mag- 
netised. Also if, having a horse-shoe shape, its two ends are 
placed against the poles of an electro-magnet, and when in 
this position it is continually hammered, it soon acqiJires 
strong magnetism. It is noteworthy that, while iron is 
instantly magnetised by a current passing in a coil round it, 
a steel bar is but feebly magnetised under these conditions, 
although the current may pass for a long time. If a short coil, 
embracing only a small part of the steel bar, be moved from the 
centre to one end, the magnetization is much more complete. 

340. Other Kinds of Polarity. — ^The foregoing plans are 
used when we wish to get the most complete dual distribu- 
tion of the magnetism. The magnetism, may, however, be 
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distributed in a great variety of other ways. If, for instance, 
a number of bar mag- 



nets, a, 6, c, c?, e, are ar 
ranged so that their n 
poles touch one another, 

and a steel ribbon, f^ be ^ 5 o W 

rubbed upon them up Fig. 287. 

and down, vertically, the ribbon becomes magnetised as 
marked, namely, in the example there are four intermediate 
poles formed. These are called consequent poles, and their 
occurrence has to be avoided when one wishes to magnetise 
to the uttermost. Further, it is not only possible to build 
up a magnet by fastening magnets side by side, but it is pos- 
sible to magnetise a bar 
of some thickness so that 
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its internal polarity is ^ 
the reverse of its exter- 
nal—fig. 288. Such an- Fig. 288. 
tagonistic polarity, however, is by no means permanent 

341. Keepers and Armatures. — ^An armature, properly so 
called, is a piece of soft iron laid along the similar poles of a 
mass of lodestone, which enables thereby the similar poles to 
reinforce one another, and to 
manifest their joint effect at 
the end of the soft iron mass, 
A keeper is a piece of soft 
iron connecting the dissimilar 
poles of a horse-shoe magnet, 
or a pair of straight ones. 
Each end of the keeper ac- 
quires temporarily the oppo- 
site kind of magnetism to the 
pole with which it is in con- 
tact. The induced polarity 
in the keeper K, fig. 289, Fig. 289. 

caused by one pole, is confirmed by that of the other. We 
may look on a magnet so furnished with a keeper as a 
closed magnetic circuit. It is self-sufficient; and is not 
affected by its attitude towards the magnetic poles of the 
earth. Deprived of its keeper, a magnet gradually loses 





326 MAONETTSli AKt) ELECTftlCITt. 

its magnetism, unless accidentally placed with its poles N 
and S, and^ indeed, with its S.-seeking pole towards the S. 
And this loss depends upon the fact that a bar of steel is 
more easily demagnetised than magnetised. A steel horse- 
shoe may be drawn twenty times upon a permanent horse- 
shoe magnet, and acquire thereby almost its mqjcimum 
polarity. But if its position be reversed, so that the end 
which comes into contact with the respective poles are 
reversed, one single stroke will completely deprive it of 
magnetism. A keeper need only touch the poles by an edge. 
And, indeed, judging of the effectiveness of a keeper by the 
force required to tear it away, a rounded keeper is more 
effective than a flat one, for the former requires a greater 
force for rupture. 

342. Componnd Magnets. — A magnet of great strength 
can be made by riveting together sheet magnets which have 
been magnetised as much as possible. Such magnets may 
be placed side by side, and only connected together by masses 
of soft iron at their ends; or they may be in actual contact. 
In the latter case there is almost a certainty that, in the 
course of time, the polarity of some of the elementary mag- 
nets will be found reversed, thereby, of course, diminishing 
the joint effect. The most powerftd magnets are made by plac- 
ing side by side a number of similarly magnetised steel wires. 

S4S. Supporting Power. — If the keeper of a magnet be 
repeatedly and suddenly pulled off, the magnet diminishes in 
power. But if a weight be hung to the keeper of a magnet 
just insufficient to puU it off, it is foimd that the weight may 
be gradually increased far beyond that which the magnet 
was at first competent to carry. When rupture at last takes 
place the magnet is not, however, found to be permanently 
strengthened; it is found to have very nearly the same 
sustaining power that it had before the increase commenced. 
The maximum sustaining power of permanent magnets is at 
present by no means exactly ascertained. Small magnets 
may, however, be made to sustain, in comparison with their 
weight, more than large ones. To connect the weight of a 
magnet with its greatest sustaining power the formula 

S=a i^» 
has been experimentally deduced; but it requires confirmation. 
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CHAPTER II. 
THE EARTH A MAGNET. 

844. Before examining quantitatively the magnetism of 
artificial magnets, it is necessary to consider briefly the mag- 
netism of the earth; because this is an inevitable factor in 
all magnetic measurements. If we conceive a huge magnet, 
thrust through the axis of rotation of the earth, having its 
' N.-seeking pole at the S. geographical pole, and its S.-seeking 
pole at the N. geographical pole, we get the first crude notion 
of the earth's magnetism. By the action of such a magnet a 
magnetic needle at the equator would set itself horizontally, 
and would remain horizontal at all points of the equator. 
Advancing polewards along a meri- 
dian we should, in the northern hemi- 
sphere, find the needle lose its hori- 
zontality, and "dip" more and more, 
BO that, if produced, it would cut the 
earth. At the north pole the needle 
would stand vertically, with its N".- 
seeking pole downwards. Subject to 
certain alterations this is what actu- 
ally occurs when we travel with a 
needle about the earth; and, accordingly, the earth is to be 
regarded as a spherical magnet, having its N. -seeking mag- 
netic pole at the crown of the S. hemisphere, and its S.- 
seeking magnetic pole at the crown of the N". hemisphere. 

S45. Cause of Ek^rth's Magnetism. — The known eai-th's 
crust contains abundance of iron and other less strongly 
magnetizable metals, chiefly as oxide and compounds of the 
oxide. Iron pervades all " primary" and " secondary" rocks, 
and forms an essential part of innumerable minerals. Com- 
pounds of iron, as we have seen in the lodestone, are capable, 
as well as iron, of receiving and retaining magnetism; but 
the source of this magnetism is not at all clear. Perhaps 
the least unsatisfactory explanation is the following: the 
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earth, turning towards the east, offers more and more 
westerly parts of its surface to the solar radiation. The 
thermal effect is the same as though a flood of heat travelled 
around the earth from east to west. We have seen many 
instances which show that heat and electricity travel together; 
that, in a closed circuit, if we can get heat to circulate, the 
+ current travels with it There may, therefore, be prevail- 
ing earth- currents moving "with the sun" from east to 
west around the eartL The earth being magnetizable, these 
ciirrents would convert it into an electro-magnet, having its 
N. -seeking magnetism at the S. geographic pole, where it is 
actually found. The light of the aurora, which seems to 
have its greatest activity at the poles, is not unlike the light 
seen on making a strong electro-magnet in a dark room. 
Variations in the earth's magnetism may be supposed to be 
the cause of these lights, which are sometimes wrongly looked 
upon as the cause, instead of, as they possibly may be, the 
consequence of the magnetic disturbances or " storms " which 
so generally accompany, and, indeed, precede them; and 
which are not attended by any disturbance of the electrical 
condition of the air. 

346. Compass and Distribution of Maj^ietism on the 

Earth. — A compass is a magnetic needle, so supported that 
it can only turn in a horizontal plane. This is effected by 
boring it through the middle, and cementing an agate cap to 
the upper side over the hole. A hard steel point serves as a 
pivot. The ends move over a circle, which in marine com- 
passes is divided into 32 divisions by 32 "points." The 
marine compass and card are usually inclosed in a case which 
turns on gimbals, so that mere rolling does not disturb it. 
The compass needle is often fastened to the bottom of the 
card, which then turns with it. There is then a fixed verti- 
cal line marked on the cylinder in which the needle and card 
turn. Such line is, of course, in the vertical plane running 
fore and aft amidships. When the divided card is made 
movable, two or four parallel magnets may be attached to it. 
The most exact observations are to be made with a single 
needle turning on a point. For a long series of observations 
at the same place, the position of the needle is sometimes 
registered by making its axis carry a mirror, the light 
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reflected from which falls upon a roll of sensitive paper in 
uniform motion. In all cases the needle is found not to be 
quite true, that is, its magnetic axis is not identical with its 
geometric one. This defect is corrected by simply turning it 
over, when, if the two readings differ from one another, the 
true reading is half way between them. 

A steel bar balanced on knife edges, the continuations of 
which are at right angles to it and pass through its centre 
of gravity, will be able to turn only in a vertical plane, and 
will remain at rest in any position. Let it now be mag- 
netised and placed so that its plane of possible rotation is 
the vertical plane passing through the compass needle. The 
N.-seeking end will, in the N. hemisphere, dip downwards; 
the whole needle becomes inclined. Such a needle is called 
an inclination needle, or dipping needle. Its motion may be 
made self-registering as with the horizontal needle; and 
errors of construction are eliminated by turning it over side- 
ways; it being movable on its axis. We may conveniently 
divide magnetic terrestiial observations into two classes — 
those variations which occur in the same place, which we 
may call variations in time; and those which are due to 
difference of locality, variations in place. 

347. Declination in Time. — The most immediate result 
of examining the direction of a horizontal needle in (say) 
London is, that it does not point to the true north, but about 
17° west of north. This angle, which is the angle made 
between two vertical planes, one passing through the earth's 
axis, and the otl^er through the needle, is called the declina- 
tion. Observations extending over nearly three hundred 
years, enable us to deduce the gradual change in the mean 
declination of the needle, or, as it is called, the secular change. 



Fear. 


' Decliuation. 


Year. 


Deolination. 


1680... . 


.... 11" 16' E. 


1773 


....21 9W. 


1622 


.... 6 „ 


1787 


...23 19 „ 


1634 


.... 4 6 „ 


1796 


.... 23 67 „ 


1657 


.... „ 


1802 


....24 6 „ 


1666 


.... 1 22 W. 


1805 


... 24 8 „ 


1672 


.... 2 30 „ 


lolo.;. .. 


....24 38 „ 


1692 


.... 6 „ 


1820 


....24 34 „ 


1723 


.... 14 17 „ 


1853 


....21 64 „ 


1748 


.... 17 40 „ 


1862 


....21 23 „(E. Walker.) 
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Whence it appears that the easterly declination of 1580 
diminished to in 1657, from which time it became more 
and more westerly till 1818. It then began to return 
towards 0, and is still doing so, though so slowly that it 
would be rash to predict when, or Bven if, will be reached. 

Besides this change there is a daily variation in declina- 
tion of such a nature that the needle in the twenty-four 
hours passes twice through its mean position. Commencing 
shortly after midnight, the IT.-seeking pole moves to the E.; 
at about a quarter-past seven it is 6' or T from its mean. It 
then travels back again, and passes the mean magnetic meri- 
dian at about ten o'clock. Still travelling westward, at 
about one o'clock it reaches its extreme daily westerly 
excursion, which may be as much as 3° from the mean. It 
then begins to move eastward; it passes the mean at about 
five or six in the afternoon, and continues slowly till about 
ten or eleven, probably really all night; but between ten or 
eleven at night and one or two in the morning the motion is 
insensible. The first morning movement is in the same 
direction as the last sensible evening motion. Further, 
having eliminated the secular and diurnal variations of 
declination, there is said to be another following the seasons, 
and which may be called a solsticial variation. The data 
are at present somewhat insufSlcient and, indeed, contradic- 
tory. The balance of evidaice seems to show that there is 
an excess of declination in the months from September to 
March inclusive, and a defect from April to August inclu- 
sive; and that this is the case in both hemispheres. 

348. Inclination or Dip in Time. — ^The dipping needle 
near London has also been examined for about three hundred 
years; the secular variation is shown below : — 

Date. Inclination. Date. Inclination, 



1576 71° 60' 

1600 72 

1676 73 30 

1723 74 42 

1773 72 19 

1786 72 8-6 



1801 70 36 

1821 70 34 

1830 69 38 

1838 69 17-3 

1854 68 3I-I 

1860 68 19-2 (E. Walker.) 



Hence, within historic times, the dip has increased and is 
diminishing. It does not appear that the date of maximum 
dip is that of no declination. 
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849. Diurnal Variation in Dip. — Taking a whole year 
and the mean dip at half-past twelve, which is the time of 
minimum, the dip at eight is l'*6 greater. Thence it dimin- 
ishes, with some fluctuation, at about 9 p.m. till midnight. 
But the hourly maxima are different for different months, 
thus : — 



In Jan. the 


max. 


is 


at 9 A.M. 


In July the 


max. 


is 


at 8 A.M. 


,, Feb. 






7 „ 


,f Aug. 






7 „ 


,, March" 






7 „ 


,, Sept. 






6 „ 


„ April 






7 „ 


„ Oct. 






5 „ 


n May 






9 „ 


„ Nov. 






5 „ 


,, June 






9 „ 


,, Dec. 






8 „ 



850. Local Variation of Declination. — If we imagine the 
earth to be covered with perfectly similar declination needles 
without influence upon one another, we should find certain 
of them having no declination. The line joining all such 
needles is called the Agonic line. It may be traced from 
about Port Kennedy (say lat. 76° K,lon. 100° W.) through 
Hudson's Bay, Lake Superior, Florida, and reaching South 
America at about the mouth of the Amazons, it passes 
through Brazil, and can be traced towards the S. pole as far 
as 60° S. Reappearing on the other side it passes through 
Western Australia, strikes land again in Beloochistan, 
crosses the Caspian to Lapland, and thence to Spitzbergen. 
Besides this chief agonic line there is a remarkable closed 
line forming an ellipsoid between the latitudes 15° and 70° 
N., and Ion. 105°-150° E., inclosing, therefore, Japan and 
parts of China, Manchouria, and Siberia. It is almost cer- 
tain that there is a similar, though smaller, loop agonic line 
just south of the equator, and between 120° and 130° W. li 
we, in like manner, follow the line of needles which have all, 
say, 5° W. declination we pursue an Isogonic line; this runs 
nearly parallel with the agonic. But the greater the angle 
of declination on the isogonic, the more does it depart from 
parallelism with the agonic, and this whether the declination 
is east or west, until tibe isogonics cease to cross the equator. 
From what has been said in Art. 347 it follows that these 
agonic and isogonic lines are continually shifting slightly 
through the days and seasons, and altering through the 
centuries. 
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851. Local Variation in Dip or Inclination. — Further, if 

the earth were covered with dipping needles, we can imagine 
ourselves travelling south until we reach a needle which, 
instead of dipping towards the N., dips towards the S 
There must be some place where the needle is horizontal or 
tangential to the earth. Starting from this, and following 
the needles which are all horizontal, we pursue the Aclinic 
line, or magnetic equator. This crosses the geographic 
equator twice, namely in the Gulf of Guinea in lat. 10° E., 
thence eastward it rises to about Aden; thence it gradually 
sinks till it crosses the equator at about 180^, strikes South 
America at Ecuador; still sinking, it emerges at about Baiha 
in Brazil, whence it rises again to the Guinea coast. Isoclinic 
lines are those alon^ which the dip remains the same. Those 
along which the dip is small run pretty parallel with the 
magnetic equator; but, as with isogenic lines, the greater 
the dip the greater the eccentricity. Isoclinic lines are, 
however, all closed curves, diminishing in length as we 
approach the poles, that is, as the dip inci-eases. At last, 
going say nortJi, and crossing the isoclmics, we find a needle 
or region of needles, pointing their N.-seeking poles, as nearly 
as can be measured, vertically downwards. This region may 
be called the IT. magnetic pole of the earth. It does not 
coincide with the earth's geographic pole, but is situated in 
70° 5' K, and 96° 45' W. At the magnetic pole a declina- 
tion needle is, of course, at rest in any position. The S. 
magnetic pole has not been reached. 

352. Unit of Magnetism, and Intensity of Earth's Mag- 
netism — Magnetometer. — A unit of magnetism is usually 
defined as follows : a magnet is said to have a unit of free 
magnetism when it fulfils the following conditions : — Let it 
be A, and be free to turn in a horizontal plane. In that 

71 plane let there be a precisely similar and 

equally magnetised magnet, B, at right 

angles to A, and opposite its centre at a 

distance of 1 m.m. from it; then A has 

one unit of magnetism if it tries to turn 

Fig. 291. round with a force equal to that which 

would be exerted by a force of 1 milligram acting at right 

angles to an arm 1 millimeter in length. 
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The rate at which a magnetic rod oscillates in a horizontal 
plane depends upon the moment of inertia of the rod, and 
the horizontally directive component of the earth's magnetic 
action upon it. The latter, again, depends upon^ and is, 
indeed, the product of the intensity of the earth's magnetism 
with the magnetism of the rod. If, therefore, we have to 
compare the varying magnetic intensities at different times, 
and farther to estimate the absolute magnetic force of the 
earth, we compare the number of osciUations which the same 
magnet performs in a given time; and thence deduce, in 
magnetic units, the earth's magnetism at those times. 

More precisely, the directive magnetism of the earth acts 
in the magnetic dip or inclination, which we will call i. The 
total directive force is clearly equal to the horizontal direc- 
tive force divided by the cosine of the dip 



T= 



H 



cos t' 





Tig. 293. 

To find H, a rod needle of definite shape and weight is sus- 
pended from its centre and set vibrating; let the time of a 
single vibration be t Let h, a, and w be the breadth, 
length, and weight of the rod; then the moment of inertia of 
the rod is, 



wx 



12 



The moment of the couple which sets this mass swinging 

once in time t must be 

t£(aM:6«) 

? 12flf<9 
Now t, Wf a, and 6 are experimental data, tt is a constant, 
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and g may bo assumed to be so for the same place. We get, 
therefore, for the moment of the couple a number (in, say, 
gram meter measurement). Gall this m. The total moment, 
my is made up by the moment due to the magnetism of the 
earth (e^), and that of the rod (r^), and m = e^.r^. To find 
the ratio between e^ and r^ the effect of the action of both 
on a needle can be determined. For if the rod under experi- 
ment is brought parallel to (and in the magnetic meridian) 
a needle at a distance d, the needle will be deflected through 
an angle B) then (see Art. 353.), 



whence, 



— =r' tan ^; 

6g| 



"2'V (7d»tan^ 



or the total, 



e. 



■"2 COS! .^12flfdnaii^ 



853. Total Action of a Distant Magnet.— This action 

can be measured by the deflection produced on a needle when 
the magnet is placed in the same plane with it, so that the 
axis of the magnet, if continued, would pass through the 
pivot of the needle. For small deflexions the angle itself 
may be taken to represent the deflecting force. J£dhe the 
distance between the pivot of the needle and the centre of 

the magnet, the angle varies as --; and this is the more 

nesirly true the greater the distance. For greater deflexions 
this must be multiplied by tan 6; so that -^e directive force 
of the magnet which effects a certain angular displacement 
varies as d^ tan 0, From these data it has been calculated 
that there is as much magnetism in 3 cubic feet of the earth, 
supposing it to be uniformly magnetic, as can be held by a 
steel rod weighing 1 lb. But, of course, this is far from 
being imiformly the case. Immense areas of sea, miles in 
depth, are without appreciable magnetism; while many 
mountain ranges show such great magnetic moment, owing. 
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probably, to the quantity or condition of the iron compounds 
in them, or a little below their surface, that their conditions 
are quite abnormal. In places, indeed, where a ferruginous 
mountain rises abruptly, the magnetic needle may turn 
through an entire revolution as the traveller passes round it. 

554. Methods of Belative Measurement. — ^The tendency 

which a magnetised needle has to set itself N and S arises 
from the attraction of its N. -seeking end to the N. and its S.* 
seeking end to the south magnetic pole. These poles may 
be considered to be at an infinite distance, so that the direc- 
tive forces of the earth's magnetism may be supposed to act 
in parallel planes. If, then, a magnetised rod of steel be hung 
from a wire having torsion, and if it be so arranged that the 
wire has no twist when the magnet is N and S, the degree 
of twist which must be. given to the upper end of the wire, 
in order to produce a given angular displacement in the 
magnet, is a measure of the magnetism. For (compare Art. 
220) the amount of turning of the wire is exactly in pro- 
portion to its restorative effort toward the position of no 
torsion, which, when there is equilibrium, is exactly equal 
to the resolved.part of the directive magnetism of the earth 
acting perpendicularly to the needle. This is equal to the 
total horizontal directive magnetism multiplied by the sine 
of the angle of deflexion, which latter for small angles may 
be taken at the angle of deflexion itself. At places where 
the dip is the same, the relative earth's magnetism may be 
at once deduced by measuiing the angle through which the 
top of a given torsion wire must be turned in order to throw 
a bar magnet of given strength out of the magnetic meridian 
by a given small angle. The total directive force is of course 
proportional to this divided by the cosine of the angle of dip. 

555. Method of Oscillations. — ^We may consider the K- 
seeking end of a magnet to be pulled towards the N" pole with 
exactly the same force as the S. -seeking end is pulled to the 
S. The two halves may be regarded as independent, but 
strictly isochronously pendular. The universal law of pen- 
dulum motion is that the force producing the oscillations 
varies as the squai^e of the number of oscillations in'a given 
time. If Mm be the magnetism of the magnet, and Ewi the 
whole of that of the earth, then Erw cos i is the horizontal 
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directive magnetism of the earth, and Mm Em cos i is the 
mutual action which determines the rate of oscillation. If 
a given needle therefore gives n^ oscillation in an hour in 
one place, where the dip is t, and n^ in another, where the 
dip is 1*2, there must have the relation 

n? _ MnWrn COS. ii _ W^ C08. t\ 
nl " M«E"« C08. »a ~ E" cos. i, 

or if tj = 1*2 there is the simple relation 

E'h, n\ 

856. Law of Magnetic Action at a Distance.— By count- 
ing the oscillations in a given time, the law connecting 
the magnetic force with the distance may be deduced. 
Supposing a small needle, by the action of the earth alone, 
gives n oscillations in one minute. Bring now a S magnetic 
pole of another magnet toward N" at a distance d. The 
magnet now makes n^ oscillations. The earth's force is 
represented by w^, the force of the earth and magnet by 
Wj^, so that the magnet's force is represented by w^^ -w^. 
If the magnet is moved to double the distances there may 
be Wg oscillations in a minute, as before n^ -n^ of these 
are due to the magnet alone. Accordingly 

gives the relative magnetic forces of the same magnet at 
distances 1 and 2. Experiment shows that then.' 

or that where the distances is doubled the magnetic force is 
divided by 4. Following this out it is found that for small 
magnets, or rather one small movable one and a long fixed 
one, the magnetic force, like gravity, light, and heat, vaiies 
inversely with the square of the distance. 

357. Isodynamic Lines. — The intensity of the earth's 
magnetism can at once be measured by the rate of oscillation 
of a dip needle. But there are such serious practical diffi- 
culties in the way of its employment that one or other of the 
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ways above sketched are used in preference. The line of 
minimnm magnetic intensity is nearly identical with the 
maignetic equator or no dip, but lies further from the geo- 
graphic equator, and cuts it in two points more nearly 
opposite to one another. Further from this line, in both 
hemispheres, the magnetism becomes stronger. The lines 
of equal magnetic force, or isodynamic lines, soon loose their 
parallelism to the minimum line, and form certainly one 
and probably four loop systems in the centre of which the 
magnetic intensities are at the maximum. Some of these 
regions are very near to the geographical or magnetic poles, 
they are all above 50° N. or S. lat. The one best examined 
has its centre about 60** N. lat. and 90° W. Ion., that is about 
the south of Hudson's Bay. 

358. Illustration of Earth's Magnetism. — ^That the 

earth, like other magnets, can give both permanent and 
temporary magnetism is shown by many natural and arti- 
ficial phenomena. The permanent magnetism of lodestone, 
when its deposits are in the magnetic meridian, is an example 
of the one kind, and ^the magnetism in the soft iron of a 
dynamo-electric machine (Art. 296) is an example of the other. 
If a bar of soft iron A, fig. 294, 
is supported in the magnetic 
meridian and in the dip, the lower 
end of the bar is found to repel 
the N.-seeking pole of a magnet. 
It is the lower end which is 
towards the N. magnetic pole 
(having S.-seeking magnetism). 
Accordingly, the inductive action 
of the earth will be to make the if'/ __^_^ 
lower end N. -seeking. On turning ^^ ^7t' 
the bar over, so as to reverse the Fig. 294. 

position of its ends, it is still the lower end which has N".- 
seeking magnetism. A soft steel poker held in the same 
position and struck will have similar but more permanent 
poles developed in it ; these are also reversable on inverting 
the poker and rehammering it. If a cylinder of soft iron is 
placed in a coil, whose ends are connected with a galvano- 
meter, and the axis of the whole is in the magnetic meridian, 
9 Y 
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the very act of putting the cylinder in and taking it out will 
cause a deflexion of the needle. The effect is much increased 
if the coil and cylinder are turned over, so that the induced 
magnetism in the iron may be reversed. 

869. Magnetism of Iron Ships. — ^The riveting and other 
hammering during the buUding of an iron or iron-plated ship 
will, if the ship lie in the magnetic meridian, give rise to a 
large amount of permanent magnetism so as to interfere with 
the action of the compass. Even when the ship lies mag- 
netically, east and west, during its construction many of the 
pieces must lie in or approximately in the magnetic meridian, 
and acquire permanent magnetism. A part of this is sub- 
sequently lost by the buffeting of the waves when the ship 
is in various attitudes. The induced magnetism from the 
earth is a serious element, for it causes the needle to follow 
the ship. Lightning may, of course, completely alter the 
magnetic condition. It is usual to swing the ship, and 
compare the true besiring of some distant object with the 
compass bearing. This has to be done whenever it is sus- 
pected that by movement of the anchors, armament, etc., 
the magnetism has been altered. Sometimes a mass of iron 
is temporally £xed near the compass in such a position, 
determined by trial, as to counteract the ship's magnetic 
action. Sometimes a fixed magnet is used for the same pur- 
pose. In many vessels, one compass at least is placed as far 
aloft as convenient for occasional reference. The eai'th's 
induced magnetism not only varies with the varying earth's 
magnetic intensity, but, of course, with the beaiing of the 
vessel and with its rolling, and, to some extent, with its 
pitching. 



CHAPTER III. 

DISTRIBUTION, POLES, CURVES, EFFECT OF HEAT. 

S60. In Art 336 it was shown how the fragments of a 
broken magnet are themselves perfect magnets. They were 
mentioned as being not less strong than the original. K we 
examine the central fragments we find their polarity stronger 
than the extremes. Yet when they are joined together it is 
only near the ends that free magnetism is appreciable. 
If the polarity of the elements were equal, we should get 
attraction only at the poles. Thus^ fig. 295 (I), let the six 
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Fig. 295. 
elements each have the polarity represented arbitrarily by 10, 
and let all the numbers above represent N.^seeking poles, 
and those below S.-seeking poles. The intermediate equal 
and opposite polarities neutralise one another, so that we 
have (2) a N.Hseeking pole at one end and a S.-seeking pole 
at the other, and no intermediate magnetism. This is not 
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the case, and, consequently, tlie magnetization of the elements 
cannot be equal. Secondly, (3) let the elements get more 
strongly magnetic towards the ends. The opposite touching 
poles of the elements would not neutralise one another. But 
(4) we should have the impossible condition of the whole of 
each half of the bar having one polarity, excepting at the end 
where it is reversed. If (5) the elements are strongest in 
the middle, we have some magnetism of one kind on each 
half, terminating by a large amount of the same kind at the 
end (6). 

861. Distribution. — A very long magnet is placed verti- 
cally. The time of oscillation of a short magnet, under the 
influence of the earth alone, having been found, the short 
magnet is brought within a certain distance of the centre of 
the vertical one. Its rate of oscillation is found to be identi- 
cal with that caused by the earth only. The central part 
shows no attraction. If it be moved vertically downwards, 
being kept at the same distance from the vertical and also in 
the magnetic meridian, it is found to oscillate more rapidly 
aa its stations approach the end. And the same increase of 
rate occurs if it be placed on the other side of the vertical, 
along its upper half. Squaiing the number of vibrations in 
each case, and subtracting from each square the square of 
the earth's vibrations, we get numbers representing the mag- 
netic intensity along the magnet. This is found to be 
greatest at the ends, and to diminish, at first rapidly, and 
then more slowly, towards the centre, in such a fashion that, 
if equal abscissae are taken along the ma^et, the ordinates 
representing the magnetism trace out a curve such as is 
shown in fig. 296 (1), where the N polarity is represented by 
ordinates above, and the S by ordinates below the magnet. 

362. Poles. — This being the distribution of the free 
magnetism, let us consider briefly the behaviour of north 
magnetic element n towards the magnet, N S, &g. 296 (2). 
The lines drawn from n represent the magnetic repulsions of 
the one half, and the attractions of the other. These lines, 
to represent the amount of the forces, must depend upon the 
length of the ordinates of fig. 296, and also upon the dis- 
tances; since. Art. 356, the attraction (and repulsion) vary 
inversely as the square of the distances. "We may continue 



. i 



these lines above the N end, so as to represent the n 
repulsive forecs, and cut off portions on the S end to represent 
the respective attractive forces. The resultant of each set 




tig. mfB. 
will lie amongst them; and the points where these resultants 
cut the magnet are the poles of the magnet for that particular 
point, n. ' Pre is the point from which n would move if the 
N half only existed. Ps is the poinb to which n would move 
if the 8 half only existed. At a finite distance from a mag- 
net, therefore, the poles vary in position according to tlio 
place of the affected body. At a considerable distance, whera 
the lines of attraction and repulsion may be all considered 
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parallel, and where the distances may all be considered equals 
the ordmates (Si the fig. 296 (1) represents the relative magni- 
tudes of the acting magnetic forces. The resultant on each 
side passes through the centre of gravity of th.e corresponding 
plane figure. And the points where these resultants cut the 
magnet are what may be called, borrowing an optical expres- 
sion, the principal poles, or poles for paiallei magnetic rays. 
The principal poles may be considered to lie about ^ of the 
magnet's length from each end. 

363. Magnetic Curves. — ^The region within which a magnet 
is exerting its force is called the magnetic field. The atti- 
tude which a small elementary magnet, eitber permanent or 
induced by the action of the fixed magnet, assumes depends 
upon its relative distance from the two poles. Suppose, 
fig. 297 (1), we have an N and S pole of, say, a hoi-se-shoe 

magnet, N and S. Let there 
be a little elementary magnet, 
n 8j represented by a dot in a 
circle, twice as far from S as 
it is from N. If the force 
with which « is repelled from 
S is 1, then a will be attracted 
to N with a force 4. Simi- 
larly, n being attracted to S 
with a force of 1, will be re- 
pelled from N with a force 4. 
Drawing lines in these direc- 
tions of these relative lengths, 
we get two similar parallelo- 
grams whose diagonals are in 
a straight line. The n will 
be repelled along the upper 
diagonal, and the 8 attracted 
Fig. 297. down the lower one; the 

needle will therefore come to rest in this diagonal. If, 
instead of an N and S pole, we have two N poles or two S 
poles (2), the needle, by similar reasoning, rests as in the 
figure (2). In the first case the prolongation of the needle 
will not pass between the poles; in the second it will. The 
positions of the elementary magnets are seen well on placing 
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a shaUow tftmbourma of white paper over a magnet or pair 
of magnets, atiil etrewing fine iron filings or dust upon the 
paper. On tapping the paper the filings arrange themselves 
in curvea. Fig. 298 (1) shows the arrangement wili a single 
magnet; (2) a horse-shoe magnet; (3) a pair of bar magnets, 
arranged N to S; (4) the same, N to N and S to S. 



Fig. 298. 

These magnetic curves can be rendered permanent hy using 
glass to receive the filings, and then pressing upon the glass 
pt^r moistened with gum and a solution of nut galls, wbioh 
enables the filings to print themselves, so that, when ikey ara 
ahalcen off, their stains remiun. £ach of these elementary 
magnets is a tangent to a curve, which is called the magnetic 
curve, or line of magnetic force. 

Considering the earth as a magnet having only two poles, 
the lines of magnetic force are lines in vertical planes paral- 
lel with the dipping needle. An idea may bo got by likening 
them to a shower of rain ffJling due towards the magnetic 
north with an inclinatioQ of about 68°. Of course, it is only 
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a figure of speech to call these lines. There are no actual 
lines present. It would be fitter to compare the field to a 
region of varying tension or even density, and to look upon 
the arrangement of the iron particles as being due to the 
structural density of the magnetic influence. Again, these 
lines are like planes of cleavage, which do not exist in an 
unbroken mineral. 

364. Effect of Heat on Hae^etism. — ^It was shown in 

Arts. 90, 91, that heat discharges electricity; that a white- 
hot iron ball cannot receive a charge; that even at a lower 
temperature it cannot receive a + charge, and that it dis- 
charges another body by induction by releasing the + elec- 
tricity which the electrified body developi^ in it. Further, 
in Art. 301, it was shown how heat obstructed the galvanic 
current. Considering the closely related nature, to say the 
least of it, of electricity and magnetism, we should expect 
heat to stand in relationship with magnetism. The principal 
results of experiments in this direction may be briefly sum- 
marised as follows : A magnet, whether saturated or not with 
magnetism, becomes less magnetic when heated even only a 
few degrees centigrade. Hence the difficulty in using the 
magnetometer and similar instruments. On cooling, the 
magnet recovers apparently all its magnetism. A magnet 
heated to 100® not only is less magnetic when hot, but fails 
to recover, as it cools, a great portion of what it lost. Heated 
to 200®, it loses permanently more, and so on. The mag- 
netism losable at a given temperature is not, at least for 
lower temperatures, all lost as soon as that temperature is 
reached. A magnet may be continually losing irrecoverable 
magnetism during the whole of an hour that it is being 
boiled in water. A magnet, partially saturated at 60® C, 
loses magnetism not only by being heated but by being 
cooled. A steel magnet loses the whole of its magnetism 
when heated to a bright red; and iron at this temperature is 
not attracted by the magnet. The temperature at which iron 
ceases to be attracted (and the temperature is pretty sharply 
defined), is close to that at which it refuses to hold a charge 
of electricity. 

The metal cobalt, though much less strongly magnetic than 
iron, retains its magnetism at a much higher temperature. 



CHAPTER IV. 
DIAMAGNETISM AND RELATION TO RADIATION. 

866. All substances appear to be either attracted or re- 
pelled by the magnet. Iron, nickel, cobalt, chromium, man- 
ganese, titanium, cerium, palladium, platinum, and osmium 
are magnetic, or attracted by a magnet. The metals bis- 
muth, antimony, lead, tin, mercury, gold, silver, zinc, and 
copper are repelled by magnets, as also are the non-metallic 
substances, water, alcohol, phosphorus, sulphur, sugar, and 
starch. Bodies which are repelled are called diamagnetic, in 
distinction from magnetic or paramagnetic. A bar of a 
magnetic substance placed between two unlike magnetic 
poles, will set itself lengthways, pointing from pole to pole; 
hence its attitude is called axial. A bar of a diamagnetic 
body will set itself at right angles to this position in its 
endeavour to get as far away from the poles as it can. Its 
position being perpendicular to the axial is called equatorial. 

366. Fseudo-diamagnetism. — If we were to conclude that 
a substance is diamagnetic because a rod of it sets itself 
equatorially we should incur serious error, because not only 
the nature, but the structure also, influences its attitude. 
Thus a series of short iron wires, laid side by side on a cake 
of wax, so as to form a band four or Ryq times as long as it 
is broad, that is, as the length of each wire, may be floated 
in a dish of water above the poles of a magnet. The axial 
attitude taken up by each elementary wire compels the 
whole iron band to set itself equatorially, which it accord- 
ingly does. Each of a number of circular discs of iron plate, 
when himg by the edge, sets axially. But if they are clamped 
together so as to form a continuous rod, this rod, though 
consisting wholly of iron, will act like a diamagnetic body, 
and rest equatorially. Such structure may be given to a 
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body by pressure, for presaure tends to develop laminatioa 
perpendicular to itself. ThuH, powdered carbonate of iron, 
which is strongly magnetic, will, if mixed into a' paste with 
gum and strongly squeezed, give a diBC which, when hung 
from the edge, sets equatorially. Bismuth powder, which is 
the most diamagnetic of all substances, will, when similarly 
treated, set axially. 

Another point to bo noticed is the influence of the medium 
in which the manifestation takes place. Thus, a weak solu- 
tion of sulphate of iron will, when hung in the air in a glass 
tube, stand axially. If it be hung in a stronger solution 
it will etand equatorially; not, of course, through diamag- 
netiam, but through what may be called magnetic buoyancy, 
that is, through the superior magnetism of the medium. 
This source of error may be misleading in nvftmining gases. 
None of the gases are si^dently magnetio to seriously influ- 
ence the ai^)(trent magnetism and diamagnetism of solids 
and liquids. 

36^ Tme I)itlllB8:iieti8m may be exhibited by hanging 
a bar of bismuth, free from iron, between the poles of a 
strong electro-magnet bymewis of a long thread of cocoon 
silk. On exciting the magnet it Eiwings, and finally becomes 
equatorial. A pellet of bismuth will be rejwlled a tenth of 
an inch &om the pointed pole of an electro-magnet, if hung 
by a long silk fibre, so as just to rest against it. The flat 
pointed poles of a strong electro-magnet are covered with a 
veiy thin aheet of glass, upon which very fine bismuth 
powder is scattei-ed, 
■' on tapping, the bis- 
?:|:. muth is repelled as 
:;;: shown in fig. 299. 
'i^:No trace of linear 
;{:; structure is to be 
T; seen as we perhaps 
' > might expect, under 
the assumption that 
the particles are 
Pig. 209. capable of diamag- 

netic polarity; tar if this were the case to any appreciable 
extent we should get a famUy of curves at right angles to 
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the magnetic curves. That such polarity can be given, and 
that, under like circumstances, it is the reverse of that which 
iron would assume, appears from the following experiment. 
Fig, 300, a6 is a bar of pure bismuth swinging horizontally 




and freely in the inside of a copper coil C. Opposite to the 
ends of a and 5, also in a horizontal plane, are the four poles 
of electro-magnets D,E,F,Gr. If around C such a current is 
sent as would make a a N.nseeking pole if it were of iron, 
and at the same time currents are sent through D and G, such 
as to make d a S. -seeking and g a N.-seek^g pole, the bar 
of bismuth instead of turning a towards d and h towards ^, 
as would be the case with iron, turns in the opposite direc- 
tion, and this opposite motion is assisted if e be made N.- 
seeking and /a S.-seeking pole. The bismuth acquires the 
opposite polarity to that which an iron bar would get by the 
same current. 

Crystalline bodies wliich exhibit senaible amounts of dia- 
magnetism or paramagnetism do 'not do so equally in all 
directions, that is, unless cubical, they have directions of 
greatest inductive capability, and it is these directions which 
set themselves axially or equatorially, and so determine the 
position of the crysl^ which, in its general figure, may be 
at right angles to this direction a« in the artificial cases, Art. 
366. 

368. Hae^etism and Diamae^etism of Gases.— If a gas 

be allowed to stream between the poles of a magnet, it will 
spread itself out axially or equatorially according as it is para- 
magnetic or diamagnetic. The motion of the gas can be mani- 
fested by making it pass in succession through hydrochloric 
acid and over liquid ammonia. It thus becomes charged 
with clouds of chloride of ammonium, which make it visible. 
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Another method consists in arranging three vertical tubes 
above the gas delivery tube, one directly above it, one in 
equatorial plane, and one in the axial plane. In each of 
these is a piece of blotting paper wetted with ammonia, 
while a similar piece, wetted with hydrochloric acid, is in 
the lower tube, accordiug as the gas is magnetic or dia- 
magnetic relatively to the air. These experiments do not 
prove either the actual magnetism or actual diamagnetism 
of any of the gases. The gases may be all magnetic, and 
differ only in degree, or all diamagnetic and differ only in 
degi-ee. Oxygen is the only gas which is more magnetic (or 
less diamagnetic) than air (therefore than nitrogen). It is 
the most magnetic (or least diamagnetic) of all gases. The 
following gases are found diamagnetic to air (or less mag- 
netic), N, H, CO2, CO, NgO, C2H4, HCl, HI, NH3, I, CI, 
Br, CK 

369. Effect on Polarised Light— Although the iaduced 

current only runs when change in the primary or in the 
position between the two takes place, it has been suggested 
that the secondary wire, when no such change is occurring, 
is in a condition to which the term electrotonic has been 
given. Similarly, it is supposed that the magnetic field 
pervades and influences all bodies in it, although that 
influence may not manifest itself as magnetic induction. 
This appears to be the case; and since, as will be shown 
immediately, the condition of the field is betrayed by its 
influence on light^ it is not unlikely that magnetism and 
light may be influences on a common medium. 

A beam of light, when sent through a NiCol's prism, 
emerges as plane polarised light, that is, its undulations are 
all in one plane, or rather parallel planes, say parallel to 
the plane of the paper. If a similar Nicol prism is so 
placed as to polarise a beam of light in the same plane as 
the first, then light, after passing through the first, will 
pass . through the second without obstruction. If the 
second be turned on its axis through a right angle, the 
light polarised by the first prism will be totally obstructed by 
the second, the surface beyond the second will be in dark- . 
ness, unless the plane of polarization of the light which has 
passed through the first prism is turned before it reaches 
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tbe second. If it be turned in this interval through ^0", it 
will strike the second prism in Tindulations paralld to these 
which the .second is competent to transmit, and tha apace 
beyond becomes luminoiia. In intermediate degrees of 
twisting only portions of tlie light pass through. This 
turning of the plane of polarization of polarised light takes 
place in the magnetic field when the plane polarised flight 
is passing through certain substances, solids and liquids. 
Among solids the one which shows this property in the most 
marked manner is " heavy glass," a silicate and borate of lead. 
The experiment is shown in fig. 301. Two armatures, a and 



Fig. 301. 
b, have horizontal holes through them, and rest upon the pos- 
sible electro-niagiiet. With its ends entering these botes is 
a rod G of heavy glass, having its ends vertical and polished. 
The light from the source C passes through the prism N, 
which we may suppose to polarise it in the plane of the 
paper. It then traverses the glass G, and reaches the Nicol 
N;j, whose plane of polarization is represented at right angles 
to that of N. If the magnet be not excited no light passes 
through Njj but when excited, so that one pole is S. anil 
the other If., the hitherto dark field becomes luminous. 
If the current round the magnet is reversed, the field becomes 
and remains equally luminous. The plane of the liglit 
polarised by N has been turned by the magnetic influence, 
and some of it is able to pass through K^, somewhat in the 
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same manner as though a sheet of mica had been interposed. 
But there is a very important essential difference which 
must be insisted on. It is clear that the currents which 
circulate around the glass are all in one direction if the 
poles are opposite. It also appears from experiment that 
if the body be laid in the axis of a coil, through which a 
current is made to pass, it then also turns the plane of the 
polarised light which it receives. To find in which direction 
and how much the plane has been turned, wo have to find 
in which direction and how much the second Nicol must be 
turned to restore the dark field. It is found that the Nicol 
has to be turned in all cases in the direction of the current. 
In other words, the current appears to drag the plane of 
polarization with it. Accordingly, if we looked at polarised 
light coming through the magnetically influenced glass we 
find it turned in a right or left-handed manner, according as 
it emerges from the south or north-seeking end of the helix. 
A body which polarises circularly, like dextrine, always turns 
the plane to the right, while loevo-polarisers always turn it 
to the left, in whichever direction the light passes through 
them. 

The angle through which the plane of polarization is 
turned is directly proportional to- the current strength, and 
increases with the refractive index of the substance: at least 
when they are both solids or both liquids. The following is 
a comparison between a few substances : — 

Heavy Glass, 6** 

Bisulphide of Carbon, 3 

Flint Glass, 2*8 

Rock Salt, 2-2 

Water, 1* 

Strong Solution of FeCla O'S 

which shows that the effect is not proportional to the mag- 
netizability of the body, but is connected rather with what 
is sometimes called in optics the density or tension of the 
Aether. If anything, experiments seem to show that solutions 
of diamagnetic metals turn the polarization plane more, and 
those of magnetic metals less, than does water. 
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I. To make shell-lac varnish, the lac should be just covered with 
alcohol, or methylated spirit, and left for twenty-four hours, with 
occasional shaking. The clear is poured off, and the undissolved 
treated with a little more spirit. 

II. Films of collodion ai'e best made from the least highly nitro- 
genised gun-cotton. The collodion is poured into a clean flask, which 
IS turned round, inverted and drained. When dry, a quill is put 
down the neck, and the edge of the collodion film twisted upon it : 
this allows the air to escape as the balloon of collodion leaves the 
glass. Such balloons, when fractured, serve for electric experiments. 

IIL Amalgam for electricity : Melt in an iron ladle 1 oi, of tin; 
add gradually 1 oz. of zinc in scraps; thoroughly mix with an iron 
stirrer; allow to cool till solidification begins; remelt, and add 2 oz. 
of hot mercury. Stir; throw into a warm iron mortar and stir up 
with an iron pestle till cold. Keep in stoppered bottle. When used 
the amalgam should be stirred up with a very little lard, which has 
been well washed and dried. 

IV. To make glass caps, a hard Bohemian tube is drawn out and 
the end closed, and so rounded that the inside is quite a smooth 
curve. This is cut off, giving a piece about i inch long. 

, V. To make a balanced glass tube. See Appendix B, 1 {b). 

VI. Gold leaf is cut by placing it on a flat clean leather pad, press- 
ing it very gently, and sawing with a perfectly straight-edged clean 
knife or split cane. The best Dutch metal may replace the gold leaf 
if perfectly smooth. The Dutch metal may be cut between paper by 
dose shearing scissors, with such long blades that each cut is made 
with one motion. 

VII. Soft wax. Ordinary beeswax melted and mixed with turpen- 
tine, about 10 of wax to 1 of turpentine by weight. 

VIII. To cover a sphere with tin-foil, the foil is cut into gores so 
as slightly to ovrelap. The very thickest paste is used. Each gore 
is rubbed with the thumb nail, or the side of a test tube, until it lies 
quite smooth. This the plasticity of the tin permits. 

IX. To make the cake for an electrophoros, one part by weight of 
wax may be melted in a pan, and five parts of 8hell-la« gradually 
added, with increased heat. Another recipe' is a mixture of five of 
9^ell-lac^ five of jpim mastic, two of Venetian turpentine, and ox^q qf 
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marine glue. If, after casting, bubbles appear on the surface, they 
may be brushed over with the flame of an air-gas burner, which 
breaks them. 

X. Mercury is made to adhere to any metal by putting a very 
little sodium with the mercury, the hundredth partr by weight is 
ample. The sodium mercury may, if necessary, oe washed off by 
fresh pure mercury, which continues to adhere. 
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' Perhaps the following hints may be useful to those who, on begin 
ning to study electricity, are desirous of making for themselves, and 
using to illustrate principles, some of the apparatus described in this 
book. The notes were issued last year to my laboratory students; 
and have been suggested in a very great measure by those gentlemen 
who have now and again given me the benefit of their experience in 
conducting the laboratory work : — 

1. (a.) A Glass Tnbe for electric ezdtatioii. — Glass tube about 18 
inches x f inch. Thoroughly clean and drv the inside (this is very 
important), close and round one end, fuse edges of the other end. 

(b.) Balanced Glass Tube. — Glass tube about 12 inches x | inch. 
Clean and dry the inside, close and round one end, nearly close the 
other end. balance on the edge of a knife, mark the centre with 
ink. Soften one side of the tube at centre in air burner, push in 
side with a point so as to make a conical cap. 

(c. ) Attach Instilating Threads to some Pith Balls. — Cut balls roughly 
to shape with a knife, finish with a file or glass paper. Thoroughly 
dry and warm silk thread, while warm immerse in melted paraffin. 
Wipe off as much paraffin as possible. Attach to pith ball. 

{d.) Proof- Plane. — Circular disc of gilt paper about 2 inches 
diameter, fastened on end of strip of varnished glass. 

2. An Electrified Body attracts and Is attracted by Unelectrifled 
Bodies. — Glass tube rubbed with silk, sealing-wax rubbed with 
flannel, hot brown paper rubbed with clothes brush, and paraffined 
paper rubbed with fingers, all attract light bodies; the excited paper 
adheres to wall, paper and excited balanced tube are attracted by 
hand 

3. Show the existence of two Electricities. — Suspended pith ball, 
when repelled by excited glass, is attracted by excited sealing-wax, 
and vice versa. Two excited glass rods repel each other, two excited 
shell-lac rods also repel each other, but excited glass attracts excited 
shell-lac. 
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^ 4. Uakd a Gold-leaf Electroscope. — Clean and dry glass flask, fit 
with cork, bore cork and fit with piece glass tube about 1 inch long. 
Cut zinc disc 1^ inch diameter (or use a penny piece), drill and solder 
to it a straight brass wire 9 inches long. Drill hole in edge of disc. 
Fill tube, previously cleaned, and warmed, with clean shell-lac (or 
mixture of shell-lac and common resin), warm wire and push through. 
The efficiency of the instrument depends on insulation by shell-lacy 
great care must therefore be taken to get rid of all dirt or moisture. 
Fix glass tube in cork, varnish outside of glass. Clean wire and bend 
lower end round into a hook, horizontal part being about f inch long 
and flattened to receive gold leaves. Cut two strips of Dutch metal, 
say 3 inches x \ inch wide. Gum each side of nook and take up 
. leaves. Shade from air currents and place in flask. 

*" 5. Test Inflnlatlng power of Metal, Wood, Twine, SiUr, Seallnff-waz, 
Glass, Paraffln, etc. — Charge electroscope, connect one end of sub- 
stance with earth, bring other end into contact with cap of electro- 
scope ; note time in which electroscope loses its charge m each case. 
Note difference between substance used in its ordinary condition and 
same substance carefully dried. 

6. Ezdte condnctliig Bodies and determine quality of Electricity.— 
Hold end of wood or metal rod in piece of vulcanised India-rubber 
sheet, excite rod by rubbing with fur or India-rubber; test kind dk 
electricity on rod. 

7. Show tliat Bnbber is excited with opposite Electricity to that 
of Body mblied. — ^Make small proof -plane with flannel instead of gilt 
paper, rub sealing-wax or gilt paper carrier with the insulated flannel; 
test lund of electricity on each. 

8. Sbow tbat klnA of Electricity depends on Bnbber. — (a) Rub 

sealing-wax with flannel and with gun cotton. (6) Hub brown pa^er 
with India-rubber, with flannel, and with brush, (c) Rub ebonite 
with silk and with amalgamed silk. Test kind of electricity developed 
in each case. 

9. Hake Spherical, Cylindrical, and Conical Conductors. — Coat wood 
ball with gilt paper or tin-foil, and attach paraffined silk thread. 
Make cardboard tube about 6 inches long, covered with gilt paper, 
and of such diameter that the ball just fits into it, and forms spheri- 
cxd end. Make ffilt cardboard cone about 6 inches long, to fit ball in 
similar way. Suk threads are to be attached to cylinder and cone 
for suspending them. 

10. Determine Belative Distribution of Electricity on various parts 
of Surfaces of above Conductors. — Insulate and charge conductor. 
Test with small proof -plane and electroscope. 

11. Show that a Point discharges Electricity.— Attach fine sewins 
needle to insulated conductor, charge conductor by glass rod and 
proof -plane. Test condition by proof -plane and electroscope. Repeat 
experiment without the point. 

13. Examine Condition of Insulated Ban under Induction.— Suspend 
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ball, bring excited gloss near, examine near and distant sides of ball 
with carrier and electroscope. 

18. Cluurge Ininlated Ckmdnotor witb Negative Electricity by Induc- 
tion. — Bring excited class near, touch conductor with finger, remove 
finger, then remove ^ass. Test electricity. Ascertain whether the 
part of the ball at which it is touched zuakes any difference as to 
quality of electricity which remains. 

14. Cbaige EleetroBcope by Olam Bod (a) witb Negative, {b) witb 
fositlTe Electricity. — (a) Charge by induction as in No. 5. {b) Charge 
by conduction with proof -plane. Test quality in each case. 

16. Show tbat Electricity is found only on the Exterior of a hollow 
Body. — Suspend hat by insulating threads, charge with glass rod and 
large proof-plane, or by induction. Test inside and outside with 
proof-plane and electroscope. Note large accumulation found round 
edges. 

16. Prove that Eesult found in No. 1 arises from Induction by snr- 
ronndlng Bodies. — Test condition of table, &c., near charged hat. 
Place large conducting ball, earth connected, inside of hat but not 
touching it. Now test inside and outside of hat. 

17. Hake Insulating Plate. — Glass plate 10 inches x 8 inches. 
Thoroughly clean, warm and varnish with shell-lac on both sides 
Attach silk loops as handles. 

18. Arrange and ninstrate Action of a Condenser. — Lay piece of 
tin-foil 7i inches X 6 inches, earth connected, on table, on this lay 
insulating plate (No. 3), and on plate a second sheet of foil connected 
by wire to electroscope. Charge upper foil with proof -plane until 
leaves just begin to diverge ; cautiously lift plate and upper foil. 
Bepeat experiment, lower foil being insulated. 

19. Constmct and use a Bennett's Multiplying Condenser. — Cut 

three sheet zinc circular discs, each about 3 inches diameter, round 
and smooth edges, and fit each with varnished glass handle (like an 
electrophorus plate). On other side of one disc (A) drop three little 
spots of sealing-wax. Fix handle of this disc in wood block, so that 
disc is insulated with spotted side uppermost. Connect it by wire 
with electroscope. Now give A a very small charge of electricity. 
Lay B on A and momentarily touch R Kemove B, lay C on A, and 

B 

momentarily touch C. Place B in contact with C thus 



and momentarily touch A. Remove B, then C. Place B on A and 
momentarily touch B. Place C in contact with B, momentarily 
touch' A, and so on, repeating operations ten or twelve times. In 
this way a charge far too sm^ to affect gold leaves may be multi- 
plied to any extent. 

20. Hake a Leyden Jar with Movable Coats.— Paste piece of tin- 
foil or metallic paper, 8 inches x 15 inches, on card. Clean and dry 
glass jar. Cut tin-foiled card into two strips 4 inches wide, and cut 
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off from each strip length fully sufficient to go round jar. Make out- 
side and inside cylinders, using surplus pieces for bottoms. Cut two 
strips of tin-foiled card 3^ inches x 1 inch, bend ends and paste across 
top and near bottom of inside cylinder at right angles to each other. 
Cast lead bullet on brass wire 9 inches long ; pass wire through upper 
cross-piece of card, and attach to lower cross-piece by a cork. Clean, 
warm, and varnish outer exposed surface of jar. 

» 2L Uake a Simple Discharger.— Cast lead bullets on ends of piece 
of stout brass wire about 6 inches long ; solder piece of brass tube 
f inch long to middle of wire. Fix glass handle in tube with shell-lao 
or resin. :v . . ,v..-. 

22. Chargeland Discharge Jar, — Outer coating being connected 
with earth, charge knob with glass rod and carrier; use discharger. 

23. Investigate Process of Charging Jar. — Insulate jar, charge knob 
with positive electricity, and test outer coat ; the repelled positive 
will be found upon it. Connect outer coat momentarily with earth, 
then connect knob with earth, and test outer coat ; a £ree charge of 
negative will be found. Kemove free negative charge and test ^ob; 
it will have a free positive charge. 

24. Show that the Charge given to Jar is merely Distrihnted by 
Coatings to outer and inner Snrfaces of Glass. — Charge jar, remove 
and test coatings, replace, and discharge. 

25. Charge Jar Negatively from Positive Sonroe. — Insulate jar, 
connect inner coat with earth, charge outer coat. Insulate inner, 
and uninsulate outer coat. Test knob for free negative charge. 

26. Gradually disdbarge Positively and Negatively charged Jars by 
Pith Ball Carrier. — ^Place knobs of lars 5 or 6 inches apart, suspend 
insulated pith ball between. The ball will oscUlate between the knobs, 
gradually neutralising the electricity of one with that of tiie other. 

27. Uake a Quadrant Electrometer.-^Circular disc of glass 5 inches 
diameter with 1 inch circular hole in centre. On one side of this 
fasten with gum four tin-foil quadrants, leaving | inch space between 
edges of quadrants and between quadrants and inner and outer edges 
of glass. Connect opposite quadrants by slips of tin-foil or nne 
copper wire passing underneath. Thoroughly clean, warm, and var- 
nish uncovered portions of glass. Support it on four pieces of stout 
barometer tube, each about 3 inches lon^, fixed verticiuly in circular 
disc of wood. Each pair of quadrants is to be connected by wire 
with insulated knob on wood base ; the connecting wires may pass 
down two of the supporting tubes. The glass disc may be fast^ed 
on tops of tubes with shell-lac, or a short piece of brass wire may be 
cemented into top of tube, projecting slightly so that a shoulder is 
formed on which edge of disc ma^r rest. Make light flat needle of 
thin gilt card, zinc-foil, or aluminium, 4 inches long, with rounded 
ends, narrow at middle (somewhat like a dumb-bell). At right angles 
to centre of needle, fix stouter slip of card or metal about ^ inch 
wide X 2 inch long; to upper end of this a fine silk fibre is tp b9 
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attached, and on it at ri^ht angles to axis of needle a mirror of micro- 
scope glass about g inch diameter is to be fixed. A small piece ot 
magnetised steel is to be cemented on back of mirror. To lower side 
of needle, and in metallic connection with it, a very fine platinum 
wire, about 2 inches long, is to be attached, (hi centre of wood base, 
under glass disc, is to be placed a glass vessel about 1^ inch high x 2 
to 3 inches diameter, containing strong sulphuric acid, the outer 
surface of glass being coated with tin-foil so as to form a Leyden jar. 
The tin-fou must be connected with earth, and a wire with platinum 
end dipping into the acid, and leading to an insulated knob, will serve 
to charge the jar. The needle is to be suspended by silk fibre from 
varnished glass stem, so that it swings over quadrants, as near to them 
as possible, without touching, the platinum wire dipping into the 
sulphuric acid. To use the instrument : the Leyden jar is to be 
charged, the knob of one pair of quadrants connected to earth, and 
the charge of electricity communicated to knob of the other pair.* 
The neeme must of course swing, so that its axis is over dividing 
line between pairs of quadrants. Small motions of the needle are 
rendered visible by throwing on the mirror a small beam of light, 
which is reflected Dy it to a graduated white screen at some distance. 

** 28. Magnetise Sewing Needle by Discharge of Jar tbrongli Coil of 
Wire. — Make a small coil of wire on end of glass tube ; cover with 
shell-lac. Place needle within, and discharge jar through coil of 
wire. Note direction of current through coil, and consequent polarity 
of needle. Ascertain poles of needle by floating it on water. Sus- 
pend needle by fine thread from centre, and keep for use. . . 

29. Magnetise Soft Iron Wire wltb Voltaic Current^ and compare 
resnlts witb No. 1. — Connect copper plate to end of wire coil, pre- 
viously connected with positive coat of jar and zinc j)late to other 
end. Immerse plates in dilute acid, and place iron wire in coil. Test 
its polarity witn suspended magnetised sewing needle. . 

SO. Examine action of Cnrrent on Magnetic Nee^e.— Place zinc and 
copper plates in dilute acid, connect by cop^r wire. Place suspended 
needle above, below, and on each side of wire. Observe deflection in 
each case. Placing zinc and copper plates at sufficient distance apart, 
examine direction of current through the liquid. 

* SL Make Astatic Galvanometer. — Wind about 50 feet of fine 
covered copper wire on wood block ; remove wood ; secure coil by 
tying with thread ; insulate and stiflen coil b^ soaking with melted 
paraffin or shell-lac varnish. Make another similar coil : fix the two 
coUs side by side on round wood bt5ck, leaving about i inch space 
between them, and soldering two of the free ends of coils together 
so as to make one continuous coil. Solder other two ends of wire to 
binding screws, fixed about J inch from edge of block. Lead ends 
of the wire also into two little hollows cut in wood block by side of 
binding screws, so that these depressions may serve as mercury cups : 
they are convenient for shunting the galvanometer. Bend stout brass 
wire into flat top arch, and fix firmly in block; the straight portion 
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of wire at top of arck Laving upon it a cork roller for raising or lower- 
ing needles. Magnetise two sewing needles, and fix (wi& opposite 
p<Mes adjoining) ^ inch apart, by means of twisted fine copper wire. 
On same axis, i inch above upper needle, fix glass, thread about 
4 inches lon^, to serve as pointer. Suspend needles by silk fibre, 
and attach fibre to cork roller. Cut card mto circle, 4 inches diameter, 
and graduate circumference into degrees. Place (but do not fix) card 
in proper position over coil, supporting it on two corks cemented to 
board. Make needles as far as possible astatic. , Place them in posi- 
tion, and cover all with glass shade. • 

82. Test Delicacy and detennine Zdro of Galvanometer. — Solder 
wires to ends of a pin and a needle, join up to galvanometer, push 
couple through cork, so as to expose i inch of each metal. Dip into 
water and note deflection. If necessary, dissolve some salt m the 
water, or acidulate it, or if deflection too great shunt the galvano- 
meter. Reverse current, and again note deflection. Bepeat once or 
twice. Take mesin of difference of deflections, and move zero of card 
accordingly. Now fix card in position. 

83. Make a Danlell's CelL — The materials to be used are: — ^The 
glass vessel used for Leyden jar, porous cell 4^ inches x If inches, 
zinc plate 8 inches x 5 inches, copper strip 4| inches x 1) inches, two 
bindmg screws, copper wire, large bung which fits glass jar. Bend 
zinc into cylinder, 3 inches diameter x 5 inches high, attach it firmly 
to the bung by means of one or more pieces of copper wire soldered 
to zinc, and passing up through bung, connect zinc also by soldering 
with binding screw fixed on upper side of bung. Similarly secure 
copper strip to the other bindmg screw fixed on centre of bung. 
Place porous cell in glass jar, nearly fill porous cell with saturated 
solution of cupric sulphate, and fill outer jar to same level with dilute 
solution of zinc sulphBite. Place plates and cover in position. Con- 
nect binding screws by short piece of wire, and test existence of 
current in the wire by magnetised sewing needle. 

Note — The bottom of glass jar not being flat, and jar being too 
deep, put some clean sand in bottom for porous cell to stand upon. 
It will improve porous cell if bottom and ^ inch of edge be soiled 
with paraffin. Put solutions back into bottles, and wash plates of 
your cell every day when done with. 

84. Hake a Wlieatstone's Bridge. — Board 2 feet by 4 inches, two 
strips of copper 3 inches by i inch, and one strip 15 inches by ^ inch. 
Solder one end of copper wire to centre of each strip, using wires 
30 inches and 10 inches for short strips, and 15 inches for long one. 
Fix short strips of copper at right angles to board, and 1^ inch from 
each end ; lead wires under board and up through one end, leaving 
loose ends to join to galvanometer. Fix lon^ strip on board J inch 
from edge, lead wire from it under board to binding screw at far end. 
Solder a stretched German silver wire to short copper strips. Under 
German silver wire fix a paper scale same length as wire, and care- 
fully divided into 100 equal parts. (It will be useful to subdivide 
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these into 6 ; if the scale be i metre long, the large divisions will be 
i centimetres, and the small ones millimetres). Solder binding screw 
on each end of long copper strip, and on adjoining end of each short 
strip. 

85. Kearare rtflattva Eeslstaiioes of dURnrent Lengttui of the same 
Copper Wire by Wbeatstone's Bridge. — Insert two different len^hs 
A and B, of the same wire, in the two gaps of bridge, join end wires 
of bridge to galvanometer, attach one wire of your cell to middle 
binding screw of bridge, and lightly touch German silver wire with 
extremity of other cell wire. Find place on divided German silver 
wire where such contact causes no deflection of galvanometer. Then 
the lengths of the two portions of the German silver wire are in the 
same proportion to each other as the resistance of A and B. 

88. Find LesgtliB of Copper Wires by meaBnrlng their relatiya 
BeelBtanoes, the Length of one of the Wires being known. — Measure 
relative resistances as above; the wires being all of the same diameter 
and material, the lengths are in direct proportion to resistances. 

< 87. Asoertaln relation between Resistance and . Weight. ~ Two 
copper wires of same length, and of known but different weights, 
beins ^iven to you, measure their relative resistances, and state rela- 
tion^ip required. 

88. Asoertaln eflbot of Temperature on Reslstanoe. — Accurately 
balance two copper wires in bridge ; heat one of them, and note effect 
on needle. Shorten other wire, and so ascertain whether effect of 
heat was to diminish or increase the resistance, and by how much. « 

89. Experimentally establish the Laws of Divided Clrcalts. — Insert 

1 foot of fine copper wire in one gap of bridge, in other gap insert 

(a) 2 feet of simUar copper wire, (b) 2 feet of iron wire. Balance 

each against the copper standard ; note ratios. Now put both the two 

lengths of copper and iron together and balance, once more noting 

ratio. From your measurements, show the truth of the formula, 

G xS 
combined resistance = - — -, where G equals the 2 feet copper wire, 

and S the iron wire. 

40. ISake a Bheochord.— Board 2 feet by 3 inches. Two uprights 
of wood 1 inch high, firmly let into board i inch from each end. Cut 
off 1 inch of glass tubing, having clear i inch internal diameter. Fit 
with small corks at each end, through which are bored two wire 
holes i inch apart. Thread the ends of steel wire through corks, 
then All tube with clean mercury. Strain the steel wire in two equal 
lengths across to each upright, the wires being parallel, i inch apart, 
and about $ inch above board. Connect one end of wire to a binding 
screw, the other to a mercury cup, J inch diameter and J inch deep, 
sunk in board. Measure the resistance of your whole wire, and 
make paper scale under wire, the scale being so divided as to indicate 
decimal parts of a unit. 

41. Make a set of Resistance CoUs. — Measure off (by bridge) lengths 
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of Bilk-covered German silver wire, having resistances of 1, 2, 2, 5, 10, 
20, 20 units. Wind each length of wire on a cork or cotton reel, and 
soak wire on it with melted paraffin. Make six more mercury cups, 
1^ inch apart, like the one already made, in a row along one edge of 
board of your rheocord. Fasten the bobbins of wire along other 
edge in a row opposite interspaces between mercury cups. Lead one 
end of first coil of wire under board and up into first mercury cup, 
securing it below with a little shell-lac. Lead second end of first 
coil, and likewise first end of second coil, into second cup ; second 
end of second coil, and first end of third coil, both into third cup, 
and so on. Make seven thick copper wire staples, 1^ inch long, and 
turned down J inch each end for connecting cups. Mark value of coil 
connected with each pair of mercury cups on board between them. 
Fill cups with mercury. Amalgamate loose copper connections. 
Note down temperature of room wherein coils were measured. 
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ABsoLtm: Galvakougter, 222. 

Action (fotal) of distant magnet, 253. 

Amalgamation of zinc plates, 163. 

Amber, a source of electricity, 5. 

Ammonium amalgam, by electeolysis, 188. 

Ampdres' theory, 282. 

Anion, 180. 

Anode, 180. 

Armatures, 341. 

Astatic rheometer, or rhooficope, or gal- 

Tanometer, 277. 
Atmospheric electricity, 118-123. 
Attitude of magnet to current, 269-273. ^ 
Attraction and repulsion between electri- 
fied bodies, 8-12. 
Attraction and repulsion of currents, 

261-267. 
Attraction between electrified and un- 

electrified bodies, 7. 
Attraction between static electricities, 

1-^2, 
Attraction, electric, static, explanation 

of, 89. 
Attraction followed by repulsion (static), 

40,41. 
Automatic make and break, 235, 286. 
Axial arrangement of iron in coil. 234. 

Back Stroke, 123. 
Balance or bridge resistance, 250. 
Batteries, galvanic, 157-178. 
Battery, electric, static, 82. 
Bertsch s machine, 61. 
Bridge (resistance), 250. 
Brush discbarge, 89. , 
Bunsen's battery, 165. 

Caix^ium, by electrolysis, 185. j 

Callan's battery, 173. 

Capacity, inductive, 330, 881. 

Capacity of jar, 81. 

Carbo-zinc cell and battery (6un8en's),165. 

Cascade battery (static), 83. 

Cells and battery of like terminals, 178. 

Charge, residual, 79, 80. 

Chemical change; electricity (static) of, 
117. 

Chemical electricity (see Voltaic electri- 
city), 138-833. 

Chromic acid battery, 17 i. 

Chronosoope, 333. 

CiroolAT and spiral auients, 266, 267. 



Clark's battery, 174. 

Coercive force, 336, 

Commutator, 268. 

Comparison of electro-motive, forces, 250. 

Compass, magnetic, mariners, 346i 

Compound magnets, 342. 

Condensation (static), 63-84. 

Condenser, plate, 67. 

Condenser, tin-foil, 66: 

Condensing electroscope, 70. 

Conductivity, measurement <rf', 241-260. 

CoBdnctoiB and non-conductors (atatic), 
18-20. 

Connection between frictional and Vol- 
taic electricity, 139-142. 

Contact electricity, see Voltaic electri- 
city, 138-833. 

Contact, electrification by (static), 21 

Contact, testing electricity by, 22-24. 

Continuous electrophoroi, 61-62. 

Cooling and heating of Joints by cur- 
rent, 813. 

Copper, bjr electrolysis, 196. 

Core in primaiy, eifect of, 293. 

Coulomb's tOTOon balance, 134. 

Crown of cups, 150. 

Cruickshank^s trough, 168. 

Current electricity (see Voltaic electri- 
city), 138-333. 

Current reverser, 268. 

Curvature afiects distribution (static). 
57, 58. 

Curves, magnetic, 363. 

Cylinder machine (static), 60. 

Daniell's cell and battery, 160-162. 
Davy's battery, 170. 
Declination, variation of, in time, 347. 
Declination^ variation of, local, 350. 
Decomposition, the origin of excitement 

(static), 25-29. 
Diamagnetism, 367. 
Diamagnetism of gases, 368. 
Dielectrics, 111-113. 
Dip, variation of, in time, 348. 
Dip, or inclination, local variation in, 851. 
Dip, variation in, daily, 349 
Discharge, brush, 89. 
Discharge by evaporation, 96. 
Discharge by fiame, 95. 
Discharge by heat, 90-94. 
Diachaige, dlBrttpUve eifectfl ot, lOOw 
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Discharge, ttflisoto ci, 07-110. 

Discharge, effect on neighbouring con- 
ductora, 109. 

Discbarge, electrical, 85-06. 

Discharge glow, 89. 

Discharge, heat effects of, 100-lOi. 

Discharge, light effects of, 106. 

Discharge, magnetic effects o^ 107» 108. 

Discharge, penetrative effects of, 99, 

Discharge, spark, 87, 88. 

Discharge, Telocity of, 110 

Discharging tongs, 72. 

DismptiTe effects of discharge, 105. 

Dissected jar, 78. 

Distribution affected by onryatOTe, 67, 68. 

Distribution due to attitude towards 
earth, 52, 54. 

Distribution, elementary notions of,47-64. 

Distribution ot current in continuous 
conductor, 260. 

Distribution of magnetism in magnets, 
860. 

Distribution (static), 47. 58. 

Distribution (static) on non-conductors, 
97, 98. 

Dry pile, 152, 153. 

Duration of spark, 110 

Dynamic electricity (see Voltaic electri- 
city), 138-333. 

Earth's Maonbtisu, cause of, 845. 

Earth's magnetism, illustrations of, 858. 

Eel, electric, gymnotus, 822. 

Effect of discharge (static), 97-110. 

Effect of discharge (static) on neighbour- 
ing conductor, 109. 

Electi-ical discharge, 86-961 

Electrical machines (static), 59-62. 

Eletrio battery (static), 82. 

Electric light, 814, 310. 

Electric shock, 71. 

Electric wheel, 89. 

Electric wind, 89. 

Electrification (static) by contact, 21. 

Electrodes, 180. 

Electrolysis (Voltaic), 179-212. 

Electrolysis by high tension discharge, 
198, 199. 

Electrolyte, 180. 

Electro-magnetic machines, 237-239. 

Electro-magnetism, 227-240. 

Electrometer, quadrant, new, 136« 

Electrometer, quadrant, old, 132. 

Electrometers, 132-137. 

Electro-motiye force,' measurement of, 
241-260. 

Electro-motive force, comparison of, 269. 

Electro-motive force, unit of, 258. 

Electrophoroi, continuous, 61, 62. 

Electrophoros, 43-45. 

Electro-plating, 203-211. 

Electroscope, condensing, 70. 

Electroscope, gold-leaf, 17. 

Electroscope, pith-boll, 17. 



Evapontion, disehaige by. 96. 
Evaporation, electricity of, lid 
Excitement due to decomposition (static), 

85-29. 
Experiments with electric bridge or 

balance, 261. 
Explanation of electrical attraction 

(staticX 89. 
Extra current, 280. 

Failure and exhaustion of currents, 

157-159. 
Flame, discharge by, 9flk 
Force exerted by corront, strength of, 

274, 275. 
Franklin's pane, 73. 
Friction produces electricity, 1-^ 
Fulminating pane. 78L 

Galtaitto Batteries, 157-178. 
Galvanism (see Voltaic electricity) 

138-333. 
Galvanometer, absolute, 222. 
Galvanometer, reflecting, 276. 
Galvano-plastic, 203-211. 
Gas battery, 818. 
Geissler's tubes, 300. 
Glow discharge, 89. 
Glyphography, 212. 
Gold, by electrolysis, 100. 
Gold-leaf electroscope, 17, 
Gravitation battery, 172. 
Grove's cell and batterr, 164. 
Gymnotus (electric eel), 822. 

Hardened Zino, 176. 

Hearing affected by current, 320. 

Heat, effect of discharge, 100-104. 

Heat, effect on magnetism, 864. [812. 

Heating and cooling of joints by currents. 

Heat, relation of, to current, 301-312, 317. 

Heat« relation of. to discharge (static), 90, 

Holtz's machine, 62. 

HyCbrochlorie aeid.'telectrolysis of, 193. 

Inolination, variation of, in time, 848. 

Inclination or dip, local Viudation in, 351, 

Induced currents, 278. 

Induced currents, strength of, 281. 

Induced electricity(st8 tic),looidised, 32-38. 

Induced spark, 109. 

Induction coils, 297 

Induction madiine (static), Bertsch's, 61. 

Induction machine (static), Holz's, 62. 

Induction (magnetic), 338. 

Induction fstatic), 80, 81. [42. 

Induction (static), testing electricity by, 

Inductive capacity, 330, 331. 

Insulators (static), 18-20. 

Intensity, magnetic, of earth, 852. 

Iron, by electrolysis, 196. 

Iron ships, magnetism of, 359. 

Isodyn&mic lines, 357. 

Isolators (static), 18-20. 
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Jab, capacity of, 81. 

Jar, dissected, 78. 

Jar, Lejden, 74. 

Jar, spiral, 76. 

Jar, unit, 84. 

Joule's law of current heat, 804. 

Kathode, 180. 
Eation, 180. 
Keeper, 341. 

Lead, by electrolysis, 194, 

LecIanoLS's cell, 171. 

Lenz's law, 279, 293. 

Leyden jar, 74. 

Lichtenberg's figures, 08. 

Life, relation of, to electricity, 819-824. 

Light affects resistance, 813. 

Light caused by resistance, electric light, 
814-316. - 

Light, effects of, dischaxge, 106. 

Lightning, 120-122. 

Lightning conductors, 125. 

Light, rdation of, to current, 813-316. 

Linear resistance, 241-249. 

Lines of force, magnetic, 863. 

Liquids, resistance of, 267. 

Liquids, thermo-currents of, 811. 

Lo^dization of induced (static)electricity, 
82-88. 

Lodestone, 884 

Low tension electricity (see Voltaic elec- 
tricity), 138-333. 

Haohike, cylinder (static), 60. 
Machine, plate (static), 60. 
Machines, electrical (static), 69-62. 
Magnetic action at a distance, law of, 856. 
Magnetic curves, 363. 
Magnetic effect of discharge, 107, 108. 
Magnetic lines of force, 363. 
Magnetic moment, 362. » 

Magnetism, 834-369. 
Magnetism of gases, 868. 
Magnetism, theories of, 336. 
Magnetism, unit of, 862. 
Magnetization, sound of, 231-288. 
Magneto-electric machines, 294-2961 
Magnets as groups of currents, 284-290. 
Magnets, compound, 842. 
Maynooth battery, 178. 
Measurement, electrical (static), 182-137, 
Measurement, magnetic, relative, 264. 
Measurement, Voltaic, 218-226. 
Mechanical relation between currents 

and magnet, 268-277. 
Mechanical relation of currents, 261-267. 
Migration of ions, 200-202. 
Moment, magnetic, 252. 

Names of magnetic poles and polarity, 335. 
Needle, tel^;raph, 826. 
Negative and positive (static) electricities, 
18-15. 



N^fative and positive poles of couple, 164^ 

Nerves affected by currents, 821. 

Net, distribution of electricity on (static), 

49,60. 
North and south, 885 

Ohm's Law, 217-219. 

Ori|;iu of current, 143-140. 

Oscillations, method of, for magnetio 
measurement, 865. 

Osmose, electric, 200. 

Other forma of battery, 167. 

Other kinds of magnetic i>oIarity, 840. 

Other sources than friction of static elec- 
tricity, 114-126. 

Pane, Franklin's, 73. 

Fane, fulminating, 73. 

Peltier effect, 312. 

Penetrative effect of discharge (static), 99. 

Plane, proof, 16. 

Plants, relation of current to, 823 

Plate condenser, 66. 

Plate, machine (static), 60. 

Platino-zinc cell and battery (Oiove's), 

164. 
Polarity, magnetic, essential, 837. 
Polarity, magnetic, other kinds of, 840. 
Polarity of metals, relative, 164-166. 
Polarised light afibcted by magnetism,869. 
Polei^ place of, in magnet, 862. 
Positive and negative poles of couple, 154. 
Positive and negative (static) electricities. 

13-15. 
Potassium by electrolysis, 190. 
Potential Matic), 129-13]« 
Potential (Voltaic), 249. 
Power of support of magnets, 843. 
Pressure electricity, 115 
Printing, telegraph, 327. 
Proof-plane, 16. 
Pseudodiamagnetism, 866 
Pulvermacher's combinations, 175. 
Pyroelectricity, 114. 
Pyrometer, resistance, S(t% 

Quadrant Electrometer (newX 186 
Quadrant electrometer (old), 132. 

Rat, electric (torpedo), 822. 

Bectilinear repulsion, 264. 

Reflecting galvanometer, 276. 

Relation, electrical, between currents, 
currents and magnets, 278-300. 

Relation of current to heat and light, 
801-317. 

Relays, 328. 

Repulsion and attraction between elec- 
trified (static) bodies, 8-12. 

Repulsion and attraction of cnrrentsL 
261-267. 

Repulsion, rectilinear; 264. 

Residual charge (static), 79, 80l 

Residual magnetism, 240. 
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Reditanoe affected by light, 813. 
Redstanoe affected by temperatare, 

801-803. 
Resistanoe affecta temperatnre, 804-806. 
Resistance, bridge or balance, 260. 
Resistance, linear, 241-248. 
Resistance, measarement of, 241-260. 
Resistance of liqoids, 257. 
Resistance, specific, 254-256. 
Resistance to motion between OQxnnts. 

292, 297. 
Resistance, unit of, 252-258. 
Return stroke, 123. i 
Rheocord, 226. 
Rheostat* 224. 
Rheotrope, 268. 
Ruhmkorff 's coil, 298. 

Salts (dry), electrolysis of, 184-188. 

Salt solutions, electrolysis of, 189-197. 

Schdnbein's battery, 173. 

Secondary currents, 278. 

Senses affected by current, 319. 

Sheet conductor, distribution of elec- 
tricity on (static), 48. 

Shock, electric, 71. 

Sight affected by current, 820. 

Silver air battery, 177. 

Silver, by electrolysis, 195. 

Sine galvanometer, 221. 

Smee 8 battery, 169. 

Solenoids, 291. 

Sound of Magnetization, 281-233. 

South and north, 336. 

Spark, 87, 88. 

Spark, duration of. 110. 

Spark, induced, 109. 

Specific resistAnce, 254-256. 

Sphere, distribution of electricity (static) 
on, 51. 

Spiral and circular currents, 266, 267. 

Spiral jar, 76. 

Strength of force exerted by current, 
274, 275. 

Stringfellow*s combination, 17& 

Submarine telegraph, 329. 

Supporting power of magnets (perma- 
nent), 343. 

Supporting power of electro-magnets, 230. 

Tangent Galvanometer, 220. 
Taste affected by current, 320. 



Telegraph, electric, 826-329. 
Telegraph, Morse's, 327. 
Telegraph needle, 326. 
Telegraph, printing (Morse), 327> 
Telegraph, submarine, 329. 
Temperature affects resistance, 801-303. 
Temperature affected by resistance,804-306. 
Tension of dielectric, 85. 
Tension,seriesofelectrio(VoItaic),154-156. 
Terrestial magnetiom, 344-352, and 357, 

358. 
Terrestial magnetism, illastratioD8of,35S. 
Testing electricity (static) by contact, 

22-24. 
Testing electricity (static) by induction, 

42. 
Theories of magnetism, 336. 
Thermo-current with liquids, 31L 
Thermo-electricity, 307, 308. 
Thermo-pile, 309, 810. 
Thunder, 121. 
Tin-foil condenser, 66. 
Tongs, discharging, 72. 
Torpedo, 322. 
Torsion balance, 55. 
Toziion electrometer. Coulomb's, 134. 

Unit Jar, 84. 

Unit of electricity (static), 127-128. 

Unit of electro-motive force, 268. 

Unit of magnetism, 852. 

Unit of i^esistance, 252, 253. 

Universal discharger, 101. 

Vacuum, obstruction to spark, 800. 

Vacuum, partitd, tubes, SCO. 

Variation in dip or inclination, daily, 849. 

Variation of declination, local, 850. 

Variation of dip or inclination, local, 35L 

Velocity of discharge, 110. 

Velocity of Voltaic electricity, 332. 

Voltaic electricity, 138-333. 

Voltaic t^ile, 151. 

Voltameter, 223. 

Voltastat, 226. ' 

Water currents through tujbes, com* 

parisons with, 214-216. 
Water, electrolysis of, 181-183. 
Wheatstone's bridge or balance, 250. 
Wheel, electric, 89. 
Wind, electric, 89. 
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